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Testing, 





Indicating, and Measuring 





TESTING EQUIPMENT 





A test instrument known as the crystal con- 
trolled oscillator employs low temperature 
coefficient quartz crystals, stable to within 
plus or minus 0.1 percent to provide direct 
crystal control with instant selection of the 
five most commonly used intermediate fre- 
quencies—175 kc, 262 kc, 370 ke, 455 ke 
and 465 kc. Direct crystal control is also 
provided at 200 kc for r-f alignment and 
at 1000 ke for short wave alignment. An 
external socket is provided to accommodate 
special frequencies that may be required. 
Power consumption is 17 watt at 110 volts 
a.c. or d.c. Bliley Electric Co., Erie, Pa. 
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TEMPERATURE INDICATING PLUG 





Indicates by means of a lamp when operating 
temperatures along bus duct runs may be 
exceeding effective levels. Plug is calibrated 
so lamp will light when temperature of bus 
bar to which plug is connected exceeds 
100°C (212°F) (30°C ambient plus 70°C 
rise). BullDog Electric Products Co., Box 
177, Detroit 32, Michigan. 
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For any circuit requiring a visual indicator, 
this pilot light utilizes a self-timing flasher 
which causes light to blink at a rate of 60 
to 80 times per minute when lighted. Flash- 
ing action is produced by a sealed, glass 
enclosed thermal unit of the hot wire type. 
31% inches long with flange diameter of 
114 inches. Housing entirely of plastic. 
Current consumption of complete unit is 200 
ma. Operates on d.c. to 32 volts, or a.c. 
to™125 volts. Engineering Associates, 380 
Main St., East Orange, N. J. 





TACHOMETER 


An electric tachometer for permanent in- 
stallation which is designed for use where 
the “pick up’ unit or generator must be 
mounted permanently on a machine and the 
meter mounted on a panel far removed from 
the generator position. The generator con- 
sists of a small permanent ‘‘Alnico” magnet 
rotor mounted on precision sealed ball bear- 
ings. The meter is rectangular in shape and 
available in two sizes, 3 inches and 7 inches. 
Both are available in three scale sizes, 0 to 
1250 r.p.m., 0 to 2500 r.p.m. and 0 to 
5000 1.p.m. Ideal Industries, Inc., Syca- 
more, Ill. 
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MODULATION METER _—— 








A modulation meter operating without 
vacuum tubes and requiring neither batteries 
nor a.c. line power is designed primarily 
for use in the amateur phone bands falling 
between 3.5 and 54 megacycles. Uses a 
germanium crystal diode, type 1N34. Type 
X-7018 modulation meter measures 4 inches 
wide, 4 inches high and 414 inches deep and 
weighs less than 21/% pounds. Sylvania Elec- 
tric Products, Inc., 500 Fifth Ave., New 


York 18, N. Y. 


TRANSFORMER . 





Used in the operation of a.c. annunciators, 
controls, horns, recorders, relays, etc., re- 
quiring greater low voltage power than can 
be supplied from bell ringing transformers, 
this signaling transformer is designed for 
intermittent duty. Primary circuit, 110-125 
volts, 50-133 cycles. Secondary, 4-8-12- 
16-20-24 volts. Two knockouts for each 
compartment. Dongan Electric Mfg. Co., 
Detroit 7, Mich. 
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Equipment 








CAPACITOR ANALYZER _ 





Designed with air extended capacitance range 
to measure capacitors from 10 m.m.f. to 
800 m.f. and for use in humid climates, this 
instrument may also be used as a line fre- 
quency resistance bridge covering a range 
of 50 ohms to 2 megohms. Small and light 
in weight it is catalogued as model CBB. 
Solar Manufacturing Corp., 285 Madison 
Ave., New York 17, N. Y. 
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ALARM SYSTEM 





“Detecto-Master” is an alarm system for 
homes, farms, industrial plants and other 
properties. It is an automatic year-round 
electrically-operated temperature watchman 
which embodies a system of thermostats, 
spotted in 15 strategic locations about the 
property and a central control unit. Lord- 
Taber Co., Inc., Canandaigua, New York. 





OPINION METER electrically measures and indicates the 
composite opinion of as many as 120 individuals at a time. 
Consists of indicating unit and up to 120 hand-held stations. 
General Electric Co., Schenectady, N. Y. 


PANEL INSTRUMENTS ____ 


Semi-flush instruments for maximum read- 
ability. Scale length of plastics case for 
d.c. type is 3% inches; of a.c. type is 
3-21/32 inches. Any practical range can 
be supplied in d.c. or a.c. (Repulsion iron- 
vane and Rectifier type) models with single 
or multi-range scales. Roller-Smith Div., 
Realty & Industrial Corp., Bethlehem, Pa. 
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POINTER NORMALLY 
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SAFETY DOOR SIGNAL 
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A new device to prevent truck door colli- 
sions in busy warehouses, garages, terminals 
ahd fleet headquarters, the ‘‘Dor-Signal’’ 
blinker safety control presents a “‘live stop- 
light signal"’ to the driver whenever doors 
are in motion and there is insufficient clear- 
ance. “Dor-Signal,”’ lights inside and out- 
side, and when connected to the door switch 
circuit it operates automatically. Can be 
easily installed in a.c. or d.c. circuits, 110 to 
120 volts. Designed for all weather opera- 
tion. P. M. Company, 222 South 12th St., 
Newark 7, N. J. 



































THE / IA ELECTRICAL DIVISION 


ANSONIA CTICUT of 
| _ NOMA ELECTRIC. CORPORATION 





86 ELECTRICAL WHOLESALING — January, 1947 _™ 





SS EEE 


1947 








TEST THERMOMETER 


To meet cold box servicing requirements, 
this thermometer is available in a —30°F. 
to +65°F. temperature range. Provides a 
means of checking temperature conditions 
inside the box from a point outside with 
cover or door closed. Metal case, unbreak- 
able crystal and rubber-suction feet. ‘Re- 
calibrator’ for unit readjustment. Jas. P. 
Marsh Corp., 2073 Southport Ave., Chicago 
14, Ill. 





ALARM THERMOSTAT 


An alarm thermostat designed for use in 
a circuit which will give a warning of any 
failure in a frozen-food cabinet. Compact 
and easy to install, the thermostat initiates 
an alarm in adequate time to permit correc- 
tion of trouble before the contents of the 
box are spoiled. As long as the temperature 
is safely below the level at which the 
thermostat is set, the lamp glows or the clock 
runs. If the temperature approaches the 
dangerous level the thermostat opens and 
cuts off the power to the indicator. General 
Electric Co., Schenectady, N. Y. 
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A self-contained resistance tester for check- 
ing insulation resistance in a.c. and d.c. 
equipment has no batteries or external power 
supplies, no brushes, or commutators to re- 
quire attention. The necessary power is pro- 
vided by a small internal hand generator 
which is operated by a slowly turning crank. 
Test range is 0-100 megohms; case, light- 
weight two piece aluminum; test leads, 10 
feet long; dimensions, 33/g inches wide by 
6 inches long by 31% inches high; weight 
with leather carrying case is 31% pounds. 
Ideal Industries, Inc., Sycamore, Ill. 


SPOTTER BUTTON 


Lae 





The Radi-Glo, a radium night glowing 
spotter button containing genuine radium and 
reported to shine in the dark forever without 
recharging. The buttons can be used in 
homes for spotting the location of light 
switches, telephones, stairways, etc. Lustro- 
lite Cleveland Corp., Cleveland, Ohio. 
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TEST LAMP & VOLTAGE INDICATOR___ 


The ‘‘Hi"’ safety test lamp and voltage indi- 
cator is for use on a.c. or d.c. circuits to 
locate grounds, opens, blown fuses, etc. and 
to indicate approximate voltage. Uses fila- 
ment lamp. One test lead. Two models 
100 volts to 600 volts. Holub Industries, 
Sycamore, Ill. 
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BALANCING WAYS 


Balancing ways, with a sensitivity to .007 
ounce inches are claimed to simplify static 
balancing, and straighten and true opera- 
tions of parts such as fans, pulleys, grinding 
wheels, armatures, etc. The work is carried 
on free turning discs, mounted on precision 
bearings. Discs are ground on outside diam- 
eters, mounted on ground spindles. Stand- 
ards supporting the revolving discs are mov- 
able on shafts to take different lengths of 
armatures within the capacity of the machine. 
Ideal Industries, Inc., Sycamore, Ill. 





LOOK! THE PARADE IS FORMING AT 


HOLDENLINE CHAN’L-RUN 
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Union Fabricated and Wired 
AF of L— IBEW 


HOLDENLINE COMPANY 


Pioneers tu Fluorescent 
2301 SCRANTON ROAD . CLEVELAND 13, OHIO 
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Trafhe Appliances 





AUTOMATIC ELECTRIC TOASTER 





1947 








Two-slice, pop-up toaster that automatically 
varies the toasting time depending on the 
freshness or dryness of the bread. Color con- 
trol for desired degree of toasting. Pop-up 
lever gives manual control. Crumb tray on 
bottom of toaster. Proctor Electric Co., 


220 E. 42nd Street, New York 17, N. Y. 
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This flat iron replacement element can be 
used in virtually all makes and models of 
flat irons of from 5 to 6 pounds. Die-cut 
mica forms are wound with flat Chromel or 
Nichrome resistance wire for 600 watts on 
110 to 120 volt a.c. or d.c. service. Slot 
through the center of the element permits 
easy alignment of the element with the frame 
and clamping screw during installation, 
St. Clair Electric Products Co., St. Clair, Mich. 


ELECTRIC IRON 
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The “Champion,” a lightweight electric iron 
featuring an automatic control for adjusting 
heat to different fabrics. lron also features 
an over-sized sole plate and rounded heel 
to eliminate wrinkles on back-stroke in iron- 
ing. Toe of iron is beveled to allow it to 
slip under buttons easily. When not in use 
the iron stands on a one-piece solid heel 
rest. It has a precision machined cast iron 
alloy plate with chromium surface. It is 
1000 watts, a.c. only. Handle is plastic. 
Landers, Frary & Clark, New Britain, Conn. 








Two new retractive electric cords. The 
“Extendo” is an 8-foot multi-purpose utility 
extension cord set which measures only 
16 inches long when retracted to its normal 
position. It will not become tangled or 
kinked and will not fray. The Extendo can 
be used as a replacement cord for food 
mixers, radios, floor lamps, fans, hand vacuum 
cleaners, trouble lights and many other items. 
The “Recoilo” cord, designed as a replace- 
ment cord for washing machines, features 
safety factors to protect housewives from 
electrical shorts and shocks. Kellogg Switch- 
board & Supply Co., Koiled Kord Division, 
6650 S. Cicero Ave., Chicago, Ill. 
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COFFEE MAKER TRAY SET 





Gift set of coffee maker and accessories for 
complete table service. Featured is a heavy 
brass tray finished in high luster chrome 
plating with embossed scroll-type design 
making it virtually scratch-proof. Cory Corp., 
221 N. La Salle St., Chicago 1, Illinois. 
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We're shipping SEASON-AIR! 





Yes, Surf SEASON-AIR is rolling out to dealers in volume now. 
Additional territories are being opened as fast as our increasing 
production permits. Keep in touch with your distributor so you'll 
be first in your trade area to show this all-season profit-maker. 


See it at the show! 


Surf SEASON-AIR—the only room-conditioning appliance with four- 
season utility—will be displayed in Space No. 448, Municipal 
Auditorium, Atlantic City, during the Houseware Show from 
January 5 to 10. If you haven’t seen SEASON-AIR, don’t miss it at 


the show! 


Oovw 
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From heater to fan in 29 seconds ¢ simply remove heater housing 


G-M LABORATORIES INC., 4304 N. Knox Ave., Chicago 41, Ill. 
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Major Appliances 





ELECTRIC WATER HEATER 


A line of small-capacity automatic electric 
water heaters made of stainless steel through- 
out and furnished in three sizes, 3, 5, and 
1% gallons. According to the manufac- 
turer, users have found the capacities of the 
heaters adequate because of their unusually 
quick heat-recovery and high heat-retention 
of the tanks. Stainless steel eliminates the 
possibility of rust or corrosion and adds to 
the life of the heater. All units operate on 
110-115 volt alternating current. Modo- 
home Products, Inc., Bourbon, Indiana. 





guard of porcelain enamel. Surface units 
controlled by ‘‘Vari-Speed"’ switches with 
individual dial lights. ‘“‘Handy Cooker" also 
has ‘‘Vari-Speed"’ control. Oven tempera- 
ture control with pilot lights. Electric clock 
and automatic time control built into lamp 
panel. Waist high broiler has non-tilt broiler 
pan with polished aluminum broiler rack. 
Warming drawer and twin storage compart- 
ments. A. J. Lindemann and Hoverson Co., 
601 W. Cleveland Ave., Milwaukee 7, Wis. 


WATER HEATER — 





cally “sealed in steel'’ Polarsphere Kel- 
vinator condensing unit. The Ebco Mfg. 
Co., 401 West Town St., Columbus 8, Ohio. 


ELECTRIC RANGE 
White porcelain with black base. One-piece 


wrap-around body and ‘‘Flat Back"’ that fits 
flush against wall. One-piece top and back- 
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a | ee A two gallon capacity hot water heater 

————— designed for small homes, cottages and busi- 

ELECTRIC WATER COOLER __ — ness places which do not have essential hot 
An electric water cooler, model K-10, has water or require an inexpensive secondary 
a rated hourly capacity of 10 gallons. The source. The heater is simple to install, safe, 
cooler, measuring 151/44 inches wide, 1514 Come sanitary and carries the seal of approval by 


inches deep and 4314 inches high, is de- 
signed for use in stores, offices, reception 
and rest rooms, schools, hospitals, etc. Elec- 
trical requirements are 110 volt, 50 or 60 
cycle, single phase, a.c. current only. The 
approximate shipping weight is 200 pounds. 
The cooler contains an air-cooled hermeti- 





the Underwriters’ Laboratories. The cabinet 
is made of stainless steel. Heater is thermo- 
statically controlled and a thick layer of fibre 
glass insulation keeps the stored water hot 
with minimum heat loss. Acme Laboratory 
Equipment Co., 506 West 124th St., New 
York 27, N. Y. 
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A space-utilizing display and all purpose luminaire. One RIGHT SPOT 


UNIT combines soft, background, fluorescent light with incandescent 










floodlight or spotlight. Light conscious Merchandisers can dramatize 
items and increase sales. The All-Bright RIGHT SPOT UNIT with its 
outstanding features and ease of adaptability has gained wide accep- 


tance from "Utilities", from "Contractors and from ‘Merchandisers.’ 


Send for illustrated catalogue, detailed for your specifications. 





WIRED AND FABRICATED A. F. OF L. COPYRIGHT 1946 ALL-BRIGHT 


Ul bright ELECTRIC PRODUCTS CO. 
Manufacturers of Fluorescent Lighting Fixtures 
3917-25 North Kedzie Avenue Chicago 18, Illinois 
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Radio, Television Equipment and Parts 





FILTERS 


“Elim-O-Stat" radio interference filters are 
designed to be effective over a wide range 
of frequencies from 150 kilocycles to 150 
megocycles. Filters are of two basic elec- 
trical types, a balanced twin-pi filter for 
maximum attenuation, and a delta capacitor 
filter for normal usage. Solar Manufacturing 
Ey 285 Madison Ave., New York 17, 








INTERFERENCE FILTER 





This general purpose ‘“‘Quietone” filter is 
claimed to eliminate radio noise energy 
created by the operation of fluorescent lamps 
and many types of electrically operated ma- 
chines and appliances. Providing a high 
attenuation of radio interference over a wide 
frequency range, this capacitive inductive 
type filter is compact, can be installed in a 
variety of positions, is hermetically sealed, 
and is rated at 2 amperes, 120-200 volts a.c. 
Cornell-Dubilier Electric Corp., South Plain- 
field, N. J 
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CORNELL -OUBILIER 


PHONO OSCILLATOR 








This phono oscillator makes it possible to 
link any record player or automatic record 
changer with any standard broadcast receiver. 
No wire connections between the record 
player and the radio are required. Only one 
tube is used—a dual purpose 12SL7. The 
phono oscillator operates on 115 volts a.c. 
or d.c. and includes a built-in scratch filter. 
D & M Mfg. Co., 51 Lincoln Ave., Midland 
Park, N. J. 
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CODE TRANSMITTER __ —— 





Designed to call individuals or for general 
signals, this ‘‘Kodemaster’’ is set by rotating 
wheel on right until desired name appears 
in slot. Wheel at left is then turned to “ON” 
position. Dimensions: base, 6 inches by 
3 inches, height 21% inches. Capacity for 
30 different code signals. 115 volts, 60 
cycle. Faraday Electric Corp., Adrian. Mich. 
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PHONO TURNTABLE SERVICE STAND__ 


Holding turntable about 15 inches above 
bench for handy servicing, this device per- 
mits the record changer to rotate so that 
bottom mechanism can be worked on with- 
out difficulty and without danger of damage 
to unprotected parts. Steel construction 
throughout. General Cement Manufacturing 


Co., 919 Taylor Ave., Rockford, Ill. 
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ELECTRIC PHONOGRAPH 

High-fidelity, electrically amplified phono- 
graph designed for children. The turntable 
is a carousel and the calliope, fronted with 
gold organ pipes, holds the loud speaker, 
tone arm and single control for operation 
and volume regulation. Plays 7, 10, or 
12-inch discs. Made of steel and wood, 22 
inches overall, it is finished in red, gold and 
blue. Tone Products Corp., 351 Fourth Ave., 
New York, N. Y. 
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ELECTRICAL PRODUCTS 







© Solderless Connectors « Cable Terminators 


© Cast Iron Boxes © Grounding Devices 


© Conduit Fittings © Power Connectors 














SPLIT COUPLINGS... 
CONTRACTORS SAY THEY’RE O.K. 


f they're OL. 


Contractors reduce today’s building costs TWO ways by specifying 
Split Couplings by O.Z. 


ET INITIAL PURCHASING COSTS ARE KEPT TO A MINIMUM. The | 
simple one-piece malleable iron construction insures a low priced, high | 


« quality product. 


INSTALLATION COSTS ARE REDUCED. The Split Coupling is 


normally spread open so that it easily slips over the ends of the conduits 


to be joined. Then by merely tightening the nuts, the butted ends of the 
conduits are fastened together. Note particularly that the only operation 
required is turning the nuts—the heads of the screws are restrained from 


moving by the shoulder on the outside of the Coupling. 


ELECTRICAL For details on these and other electrical prod- 
MANUFACTURING 


ucts in the complete O.Z. line, get in touch 
with your local O.Z. distributor. He’s set up 
NOW to serve your requirements from stock. 


o Gave i COMPANY 


262 BOND STREET - BROOKLYN,2 N.Y. ~— e 
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FM & TELEVISION ANTENNA 





The “Di-Fan"’ antenna with two sets of five 
elements extended in two different direc- 
tions is reported capable of reception in all 
television and FM channels. The unit uses 
aluminum alloy elements with supporting 
members of plated steel. It is available with 
mounting brackets for chimney and roof. 
Andrew Co., 363 E. 75th St., Chicago 17, Ill. 
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PHONOGRAPH 








A. battery-operated, electrically-amplified 
portable phonograph known as the “Trela 
HW-301."" It plays either indoors or out- 
side. It is hand wound by means of a special 
disk and plays two records with one winding. 
Cabinet is covered with leatherette and de- 
signed like luggage with a sturdy handle. 
Weight of the entire outfit is about 21 
pounds. Sonata Electronics Corp., 624 South 
Michigan, Chicago, Ill. 


NEW PRODUCTS CATALOG SECTION 


TELEVISION RECTIFIER 


The type 1Z2 is a small bulb, high voltage 
vacuum rectifier designed to meet existing 
needs for a compact, high voltage tube of 
low current capacity. The low cathode heat- 
ing power and low dielectric losses make 
this tube suitable for use in rectifiers operat- 
ing from a radio frequency supply. Chatham 
Electronics, 475 Washington St. {Newark 2, 


New Jersey. RBEy 








AMPLIFIER = 


With 59 watts of audio power and frequency 
response of 30 to 20,000 cycles within plus 
or minus 2 DB, this unit uses two 807 trans- 
mitter type tubes in pushpull output stage 
with universal feedback for regulation. VWari- 
ous wattages to speakers provided by two 
constant voltage output taps. Case of welded 
steel finished in grey. Model G-50. David 
Bogen Co., Inc., 663 Broadway, New York 
12, N. Y. 








RECTIFIER 








Type 403D-2625 rectifier for radio receivers 
consists of five square selenium plates made 
on aluminum base plates, connected in series, 
with center contact and measures 11/4 inches 
by 114 inches by 11/16 of an inch. The 
unit has a rated current carrying capacity of 
100 milliamperes d.c. and a peak inverse 
voltage of 330 volts. Federal Telephone and 
Radio Corp., 67 Broad St., Newark, N. J. 


¥ 
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100KC crystal can be used when building 
a secondary frequency standard to mark the 
edge of the bands and check points through- 
out all bands. The electrodes are pure silver 
and mounting wires are soldered directly to 
the silver plating. Pin spacing is the standard 
34 inch. The James Knights Co., Sandwich, 
Illinois. 
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Enclosed Floods 
A unique line in 150 
1000 Watt sizes for a 


portable models, 












No. 6500 Series 
750-1000 Watt venti- 
lated and weather- 
proof floodlight. 


9-S 5452-L- 
ALT4 
500 Watt en- 
closed (Navy) 
Type Flood. 
Rugged, con- 
cussion, vibra- 
tion and expos- 
ure resistant. 





k. 
The Famous 
Revere 
Hi d Flood- 
light Poles 
Eliminates 
hazardous 
climbing to 
clean or service 
floodlights. 20, 
24, and 30 foot 
mounting 
heights. 


REVERE. 


INDOOR AND OUTDOOR 


type of mounting. Also 


6011 BROADWAY + CHICAGO 40, ILLINOIS 


JTUnere Was Once a 
Man Named Janus 


HIS MAN was one of those ancient . The Romans 

named the month of January after him. He was the gate- 
keeper of Rome, and is represented as having a double head, 
so as to look back on the past and into the future. 


ANUARY, like Janus, is a good time to look both ways— 
backward at the past year to check up accomplishments 
and forward into 1947, to plan for a bigger and better year. 
the old expression, common with showmen: “It’s 
season when you’ve got a good show.”’ And in 
ays a banner year when you ve got a good line.’ 


to Wore Sales 
um 1947 
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No. 3018 Convertible 
Does a fine area light- 
ing job plus spot-light- 
ing. 


No. 4200 Enclosed Flood 
750-1000-1500 Watt. Ro- 
tation feature with de- 
gree markings makes this 
a practical, easy to serv- 
ice unit for sports light- 











ing. 
Airport Floodlights 
IZ2in., 18in., 24in. lens ; 
(/ SERVICE STATION—INDUSTRIAL \ ee te pe in 
esig anc construce- 


AIRPORT—MARINE and SPORTS tion. 
LIGHTING EQUIPMENT— =" 


The Revere Line of Lighting Equipment is so 
diversified that “‘suspects’’ in your territory 


66 2 39? No. 3018 Convertible 
become “‘prospects’’ when you show them how Waulieeereel Accum 
Revere equipment fits in. Your sales volume pe lg ga 

. . , “ ree top floods. See 
will loom high when’you talk Revere DESIGN, unit above, 


EXCLUSIVE FEATURES, EFFICIENCY, 
ADAPTABILITY, COMPLETENESS and 
QUALITY. “Make 1947 a GOOD YEAR with 
REVERE”, 



























= 











No. 3800 

Eliptor 

A streamlined 

imgeniously de- 

signed open — 
type flood for 

effective, uni- 

form illumina- 

tion. 


No. 3080 

Open Type Flood for 
lighting large areas. Al- 
zak Aluminum refiec- 
tors. 300 to 1000 Watt. 
Telescopic arm_ pro- 
vides simple and posi- 
tive adjustment. 








LIGHTING EQUIPMENT TO SERVE EVERY NEED | 
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HI-LAG FERRULE 
FUSE CONSTRUCTION 


Our ferrule type 
fuse has a heavy brass bar, which locks 
into open end ferrule, bridging fuse case. This 
bridge locks link to prevent twisting and cap 
tightens on new center contact. No sagging 
washers or twisted links to cause overheating. 








Double Fibre Bridge Assembly 
Increases Strength 10 Times 


WARE HI-LAG Fuses have the strongest, most rigid knife blade 
assembly ever designed in fuses. The two heavy fibre bridges are 
supported by sturdy brass brackets which add greatly to the 
strength of the assembly. These bridge supporting brackets are 
attached to the copper knife blades and contact the entire end of 
links so that current flows through the brackets as well as the 
blades over a large area. Another reason for WARE HI-LAG 
Fuse’s cool operation. 

Perfect alignment is always maintained in this knife blade assem- 
bly with links centered in casing. The links are quickly and easily 
replaced or removed by loosening the nuts and slipping in or out. 


Start using WARE HI-LAG Fuses today! Make them Standard 
Equipment for greatest economy and satisfaction. Investigate now! 







Write for Brochure giving details of all the COOL FACTS, sizes and prices 


APPROVED BY UNDERWRITERS’ LABORATORIES 


WAR’ E: Enilhews 4450 W.LAKE ST.-- CHICAGO 24 JILL. 
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With Enlarged 


A Hollywood Wirelossler a 


and Remodeled 





TO pave the way for greatly increased business in 
the electrical wholesaling industry, the Hollywood 
Wholesale Electric Company recently opened its 
expanded and modernized offices, showrooms, and 





warehouse in Hollywood, California. Planning for 


this move was inaugurated in 1945 and the materi- 
alization — as shown in the accompanying photo- 
graphs — includes just about every facility that 
could be put into a modern wholesaling estab- 
lishment. 





















Two Hollywood Electric employees demonstrate the 
convenience of delivering packages for storage from one 
floor to another by use of the conveyor system. 


Sectional showcases designed for use with or without 
shelves and step-up platform displays easily permit flexi- 
bility of display arrangement. 













ae 


A close-up view of the wire and cable department located in stockroom 
shows an employee making use of the three-ton electric crane installed 
to simplify the handling of cable reels. 


Residential incandescent lighting fixtures, effectively displayed on ceil- 
ing and walls as shown below, aid the Hollywood Wholesale Electric 
Company's customers in selecting appropriate fixtures. 












1947's Silos Opportunities 


Headquarters and Facilities 
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An outside view of the Hollywood Electric Company shows the dock. Rolling door for conduit driveway entrance at extreme left 
shipping, receiving and will call entrances with truck high loading is motor-operated; other doors are hand-operated. 


Standing in front of the entrance to 
the newly modernized building is 

bottom row) left to right: FE. E. a ang 
} Hall, purchasing agent; W. S. Ed- EN] RANCE 

wards, credit manager; H. S. N. AL OFFICE 
Stultz, general manager and owner; . APPLIAN 
J. E. Bissett, sales manager, Middle 
row: George Settles, service man- 
ager; Laura Lenz, manager, ac- 
counting dept.; Ralph Tulp, man- 
ager, appliance dept. Back row: Ted 
Chapin, merchandise manager; Rex 
Backus, manager, lighting fixture 
dept.; B. G. Tilory, manager lamp 
dept. 





Fluorescent lighting units were installed in all offices. Shown in the An office specifically designed for the company’s outside 
illusration below are continuous row fluorescent fixtures which provide salesmen provides each one of the salesmen with his own 
100 footcandles of illumination in all office sections. individual headquarters including a desk and telephone. 
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Homeowners thrill to this welcome 
news and gladly pay the small cost 
of installing “ELNO” in their new 
electric automatic water heaters. In 
old equipment, too, if corrosion has 
been moderate, this simple electro- 

chemical protector for water-im- 
| mersed steel quickly halts the de- 
| structive process and prevents offen- 
sive discoloration of stored hot water. 

“ELNO” eliminates the need for 
expensive non-ferrous or specially- 
processed tanks even where water is 
so highly-corrosive that such tanks 
| have always been considered essen- 
tial. It is not like some chemical “rust 





2310 Superior Ave. 





CLEAN, RUST-FREE HOT WATER NOW ASSURED AT LOW 


IN HOT WATER STORAGE TANKS? 


is the cntswer! 
Electric Water Heaters 
with Galvanized Steel Tanks 


and Equipped with an “Elno’ 
Protector Forestall Corrosion 





inhibitors” which merely bleach dis- 
colored water and do little or nothing 
to prevent rust or protect the storage 
tank. “ELNO” really routs rust, re- 
quires no attention, and causes no 
further expense after installation. 

Get set now to tap an important 
new source of profit by offering your 
customers maximum security against 
rust and corrosion in the equipment 
you sell and service. The field is 
broad because “ELNO” is available 
in types and sizes for all makes of 
water heaters. Write for price, de- 
scriptive catalog, and promotional 
information today. 


PATENT APPLIED FOR 


THE CLEVELAND HEATER CO. 


Cleveland 14, Ohio 


ee e 


EST EQUIPMENT COST 


























N ews N otesi* rom!‘ EW. A. 


By Alfred Byers, Secretary 


National Electrical Wholesalers Association 





TO GREET THE “‘NEW-A” YEAR! 


To all electrical wholesalers who 
read this regular feature of a great 
American trade paper, your “contrib- 
uting’’ reporter (who, by the way, and 
for the information of his readers, is 
compensated in no way whatever by 
the publishers) wishes each of you a 
Happy NEW-A Year, full of success 
and progress. 

N.E.W.A., as he will report, to you 
month to month, will make every 
effort to bring that wish to reality. The 
year just ended was an outstanding 
one for the industry. Likewise, it was 
one during which N.E.W.A., under 
President John L. Busey’s inspiring 
leadership and Charles G. Pyle’s effec- 
tive direction, sprang far ahead in the 
ranks of leading national associations 
in the country. Even more ambitious 
plans for bringing about expanded 
and more proficient distribution of 
electrical goods are in prospect in 
N.E.W.A.’s programs for 1947. It 
looks, indeed, as though N.E.W.A., 
and the industry it represents through 
the practical contributions of its vast 
membership, will make great strides 
this year in having America “Go Elec- 
trical.” 


N.E.W.A. NOW OPERATING 
UNDER NEW BY-LAWS 


On the first of this month the 
Association began operating under 
the New Constitution and By-Laws 
adopted by the 37th Annual Conven- 
tion at Chicago last April. No longer 
does N.E.W.A. have an Atlantic, and 
a Central Division. Instead there are 
now 9 geographic zones. (The 9th 
zone is known as the “Pacific” Zone— 


formerly the Pacific Division). Appli- 
ance Division members relinquish the 
“Special” classification they have had 
since 1944 when the Appliance Divi- 
sion was organized. They now become 
full fledged “Regular” members, 

In May, at the 38th Annual Con- 
vention at Atlantic City, the present 
Executive Committee will be suc- 
ceeded by election of a Board of Gov- 
ernors; and an Executive Committee 
will be elected to replace the present 
Management Committee. 


APPARATUS AND SUPPLIES DIVISION 
TO HAVE BUSY FIRST QUARTER 


A series of meetings has been ar- 
ranged for the Ist quarter of 1947 for 
committees in NE.W.A.’s Apparatus 
and Supplies Division. The schedule, 
as presently compiled, includes meet- 
ings of the following committees: 
Apparatus and Control, John M. 
Newton, chairman; Conduit Fittings 
and Boxes, R, A. Stott, chairman; 
Industrial and Commercial Lighting, 
W. W. Booth, chairman; Industrial 
Electronics, H. P. Litchfield, chair- 
man ; Outside Construction Materials, 
L. W. Taylor, chairman; Residential 
Lighting Fixtures, J. C. Dupont, Jr., 
chairman; Wiring Devices, H. D. 
Roseth, chairman. 

The first “official”’ peace time year 
poses problems quite different from 
those of the war years. These com- 
mittees will discuss the new conditions 
and report on them to the entire mem- 
bership. The advance agenda, pre- 
pared for the guidance of the meetings, 
assure the development of considerable 
useful information for the industry’s 


benefit. 
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ACTIVE FIRST QUARTER AHEAD FOR 
APPLIANCE DIVISION COMMITTEES 


The series of Ist quarter meetings 
set up for the committees in the Appli- 
ance Division of N.E.W.A., and their 
agenda, reflect the importance and 
stature this two and a half year old 
division of the Association has reached. 
Already the information and industry 
programs initiated by these members 
and their committees, and contributed 
to the industry, have had far-reaching 
beneficial effects on the dealers and 
consuming public they serve. 

Up to now the shortages of mer- 
chandise have limited the effectiveness 
of committee activities. With con- 
sumer goods production resumed with 
full force new avenues of service are 
opened to these committees. The new 
series of meetings is based on this prob- 
ability and committee reports can be 
expected to release data reflecting 
these changed conditions. The sched- 
ule for these committee meetings, in 
the commodity group includes: Major 
Appliances, I. W. Danforth, chair- 
man; Radio, Television and Tubes, 
Harry Alter, chairman; Small Socket 
Appliances, J. I. Bogdan, chairman. 


PROGRAM FOR 38th ANNUAL 
CONVENTION BEING PLANNED 


On January 8 the first meeting of 
the Program Committee was held in 
New York to plan the program for 
the 38th Annual Convention sched- 
uled for Atlantic City the week of 
May 4. Several special features are 
planned, in addition to the usual heavy 
‘“‘working’’ schedule followed at 
N.E.W.A. Conventions. 

The schedule for the functional 
committee group covers: Legislative, 
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SO YOUR CUSTOMER WILL SAY 


M Sure.7 buow 
the rtuth line 









Ready acceptance of Auth signaling 
systems is being cultivated every month 
in the minds of your customers—archi- 
tects, engineers, and contractors—by 
these hard-working Auth ads. 





Look at the headlines—they show how 
Auth fits every signaling job. They 
emphasize why Auth design and con- 
struction—developed over a half a cen- 
tury of quality leadership—offer your 
customers dependability they can stake 
their reputations on. 


Recommend Auth with confidence— 
confidence in quality, service, and 
customer acceptance. 


‘ a AUTH IS SOLD ONLY THROUGH WHOLESALER 
AUTH ELECTRIC COMPANY, INC. 


34-20 45th STREET } LONG ISLAND CITY 1,N.Y. 


Offices in Principal Cities 


SINCE 1892 














F. E. Stern, chairman; Sales Promo- 
tion and Sales Training, G, E. Kind- 
ley, chairman; Store Management and 
Store Arrangement, K. G. Gillespie, 
chairman; Time Payment Financing, 
H. S. Schiele, chairman; Warehous- 
ing, John J, Kaske, chairman. 

Another important committee fo: 
which a meeting has been arranged 
during this period is the Rural Mark- 
ets Committee, J. T. Urban, chair- 
man. This will be the first meeting of 
this Committee, which is a new one 
combining the personnel and functions 
of the former Rural Markets Com- 
mittee and the Utility Cooperation 
and Farm Markets Committee. Con- 
sidering the growing importance of 
electrical requirements in the farm 
and rural markets, this committee has 
a real opportunity and should be very 
active. 


PRESIDENT BUSEY ADDRESSES ABA 
CONVENTION AT ST. LOUIS 


The importance of time payment 
financing to the distribution of major 
electrical appliances was the subject 
of an address by John L. Busey, 
N.E.W.A., president, before the Con- 
sumer Credit Conference of the Amer- 
ican Bankers Association at St. Louis, 
Mo., on January 25, The three day 
meeting, the first such Conference to 
be held since 1941, was attended by 
more than 1,000 ABA members. 


HILL CONDUCTS 56 MEETINGS 


During 1946, R. C. Hill, Appli- 
ance Division Director, completed a 
series of highly successful field trips 
during which he addressed a total of 
fifty-six local, informal “Dutch treat” 
luncheon meetings, attended by mem- 
bers and invited guests. His talks 
stressed the importance of streamlining 
electrical wholesalers’ operations and 
placed special emphasis on the value 
of N.E.W.A, programs, such as basic 
sales training and personnel selection 
in preparing for the coming buyer’s 
market, Mr. Hill’s field work took 
him into all but one of N.E.W.A.’s 
nine geographic zones. Members have 
been enthusiastic about the value of 
these meetings as a means of keeping 
themselves abreast of Association ac- 
tivities and this intensive field work 
is to be continued this year. 
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NEWS 


(Continued from page 47) 


reached 330 in October — the highest figure 
in postwar history. There seems to be little 
doubt that the index figure will attain even 
greater heights in 1947. 


Large Gain In Television 
Production At Year End 


WASHINGTON — Recent reports from 
member-companies of the Radio Manufac- 
turers Association showed that production 
of television receivers reached 1,844 in 
November, 1946, according to the association. 

This was the largest number of television 
sets produced in the history of the industry. 

RMA reported that radio set production 
maintained about the same weekly rate 
that has prevailed during the fall months, 
but the total November output fell below 
that of October due largely to the fact 
that there were fewer working days in 
November. 

A total of 1,496,482 radio and television 
sets were produced in November as com- 
pared with 1,670,444 in October. 

FM receiver production in November 
showed a slight gain over October despite 
the shorter work-month, and reached 27,330 
as against 23,793 in October. This was the 
highest monthly output of FM-AM re- 
ceivers this year. 

November television receiver production 
was more than twice that of October when 
827 were reported. Of the November tele- 
vision set output, 1,551 were table models. 








NEWLY elected vice presidents of Syl- 
vania Electric Products Inc. are: left, Rob- 
ert H. Bishop, director of sales, and Conda 
P. Boggs, director of manufacturing. Mr. 
Bishop has been associated with Sylvania’s 
sales dept. since 1936. Mr. Boggs joined 
the company in 1932. 








ECIFY 
7 THe GUARANTEED \* 


(PORTABLE LIGHTING FOR EVERY PURFOSE 
PROMOTIONALLY PRICED FOR EVERY PURSE 


This year the smart dealer will buy merchandise 
with proven consumer acceptance... guaranteed by a 
manufacturer of proven reliability. In portable fluores- 
cent lighting, the smart dealer will choose RMC... the 
nation’s largest line of sales-proven, consumer accepted 
desk lamps and kitchen fixtures . . . guaranteed for 
value, quality, and workmanship by Richter. At jobbers 
and distributors everywhere. 


SEND FOR DESCRIPTIVE CATALOG SHEETS TODAY! 


SPECIFY Rmc GUARANTEED DESK LAMPS 


Desk lamps in electro- plated 
and sprayed finishes for ex- 
ecutives, juniors, students and 
hobbyists. 


Rmc 1480 


EN FIXTURES | 


be * * 





UNION MADE WITH ALL U.L. APPROVED PARTS IN 110-120 VOLTS, 60 CYCLES, 
A.C. CURRENT. OTHER VOLTAGES AND CYCLES AVAILABLE ON SPECIAL ORDER 


AMERICA’S LARGEST MANUFACTURER OF PORTABLE 
FLUORESCENT LIGHTING EQUIPMENT 


RICHTEA 


METALCRAFT CORPORATION 
160 EAST FIRST STREET ¢ MT. VERNON, N. Y. 
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Put these FREE ORDER-GETTERS 
to work for you! 


YOUR CUSTOMERS—a good percentage of them — need 
flashlight batteries right now. Others will need them next 
week or next month. 


If you remind them, you get the order. And the Burgess 
Order-Getter card is the easy, sure way to do it! 


It’s part of the Burgess ““Order-Matic” Plan—a tested sure- 
fire sales booster! You automatically send out so many cards 
to your customers each week or month —and they come 
right back to you—ordermatically! Send coupon today. 


DISPLAY PACKING, free dealer helps, 
steady national advertising! BURGESS 
flashlight batteries have everything... 
for your dealers... for you! 





|__BURGESS BATTERIES-----—-~ 


Burgess Battery Company, Freeport, Illinois 


Gentlemen: 
Send us flashlight battery order cards for our dealer mail. Imprint our Name and Address. 


| 
| 
| 
| 
| DISTRIBUTOR... __- slates 
| 
| 
| 
i 
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HERBERT METZ has been made East- 
ern district manager for the Graybar Elec- 
tric Co., it was announced recently, Mr. 
Metz succeeds W. J. Drury, vice pres. and 
Eastern district manager who is retiring 
after over 42 years of continuous services 
At the December meeting of the board 
of directors of Graybar, Mr. Metz was also 
appointed a member of the executive com- 
mittee of the company. 





**Program For Progress” 
Is Report On N.E.W.A. 


NEW YORK — By means of a 32-page, 
illustrated booklet, “Program for Progress,” 
the National Electrical Wholesalers Asso- 
ciation recently published a comprehensive 
report of the association’s organization, 
method of operation and activities. 

The booklet features a foreword by pres- 
ident John L, 
Charles G. Pyle, managing director, en- 
titled, “N.E.W.A. Builds for the Future,” 


in which the association’s program is viewed 


Busey and an article by 


as one which provides a complete and prac- 
tical answer to the electrical wholesaling 
industry’s four basic needs—the recruiting, 
selection and training of more sales per- 
sonnel and the indoctrinating of everyone 
employed in this industry group to do a 
better job. 

The N.E.W.A. program is described 
generally and special articles are devoted 
to the E.E.I.-N.E.W.A., Basic Sales Train- 
ing Program, the Scientific Personnel Selec- 
tion Program, the suggested standard page 
for wholesaler’s catalog, Planning Commit- 
tee forums, activities of other committees, 
the 37th Annual Convention, the associa- 
tion’s newsletter and its publicity program. 

Both the Tenets of the Electrical Whole- 
saler and the N.E.W.A. version of the 
Declaration of Electrical Interdependence 
are quoted and discussed in the report on 
the association’s 37th annual convention. 
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These documents, Mr, Pyle stated, “are 
not going to be filed away in the archives. 
Together . . . they constitute a complete, 
broad-gauge program of public relations 
and promotion and thus provide a sound 
approach to the difficult problem of indoc- 
trination.” 


Long-Range Program 
For Housing Says Foley 


WASHINGTON — Raymond M. Foley, 
appointed by the President as Administra- 
tor of the National Housing Agency, in 
addition to his duties as Commissioner of 
the Federal Housing Administration, re- 
cently issued the following statement: 

“The President has assigned a very large 
responsibility to me in appointing me as 
Administrator of the National Housing 
Agency, in addition to my continuing du- 
ties as Commissioner of the Federal Hous- 
ing Administration. 

“My belief in a coordinating type of 
over-all agency for long-range housing 
activities, rather than one with directive 
powers over constituent units which have 
responsibilities under separate statutes, has 
long been known. My experience in this 
connection convinces me that progressive 
achievement in housing can be developed 
with such an approach, in both a long- 
range program and in early betterment 
of the housing situation for veterans. 

“The President has advised me that he 
wishes me to remain in charge of the Fed- 
eral Housing Administration and to con- 
tinue development of its usefulness on a 
broadening basis under both permanent 
and emergency statutes.” 











PRESIDENT of Electricraft Corp., New- 
ark, N. J.,a new fluorescent fixture manu- 
facturing firm, is Gerald J. Henry, for- 
merly president of Wheeler Reflector Co. 
Jack A. Lasser, former president of Mas- 
tercraft Electric, will be treasurer of the 
new company. 
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CRESCENT 


ENDURITE 
Type RH 


Gives Greater Current Carrying 
Capacity per Dollar of Installed Cost 


AN EXAMPLE - 
200 AMP. CIRCUIT 





250,000 CM 


3/0 
TYPE R TYPE RH 
Requires 2” Conduit. Maxi- 
mum permissible operating 


temperature 75°C. 


Requires 2” Conduit. Maxi- 
mum permissible operating 
temperature 60°C. 


For 100 ft. run, cost for wire 
and conduit — approximately 


$116.00 


For 100 ft. run, cost for wire 
and conduit — approximately 


$159.00 


Both figures are based on 330 feet of cable and 100 feet of 
oheuiel steel conduit at PRESENT LIST PRICES. Saving 
shown — 27%. 

The superior heat resistant characteristics of CRESCENT 
ENDURITE INSULATION with its higher permissible operat- 
ing temperature and therefore greater current carrying capacity, 
permits the use of a smaller size of conductor, and in most cases 
smaller size of conduit at less cost than would be required for 
Type R Wire for the same load. 

For light loads requiring small sized conductors, Voltage Drop 
is the determining factor in choice of wire size. Usually in sizes 
No. 6 AWG and heavier for power circuits or No. 1 AWG and 
heavier for lighting circuits, CRESCENT ENDURITE Type RH 
Wire & Cable gives the lowest installed cost-per-ampere of useful 
circuit capacity. 


CRESCENT 


\Wire and Cable 


CRESCENT INSULATED WIRE & CABLE CO. 


TRENTON, N. J. 
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FARADAY KODEMAST 


Gets the right man in a jiffy! 


Every factory large enough for 
a telephone switchboard needs 
the efficient Faraday Kode- 
master. It’s the ideal system for 
locating individuals in a hurry 
—up to 30 different code signals. 

Kodemaster is a unique, com- 
pact, fool-proof control for old 
or new signal systems. May 
be set up with any number or 
combination of bells, buzzers, 
horns, Kodaires, chimes, sirens. 


A long distance call—an im- 
portant conference—can’t wait 
for the operator to telephone 








all around the plant. Time is 
valuable—too expensive to 
waste! Kodemaster will get the 
right man in a jiffy—only a few 
seconds and its message reaches 
every nook and corner of the 
plant and the man is located. 


For profits now and customer 
satisfaction that will lead to 
more business later, recommend 
and install Faraday Kodemaster. 


FARADAY UNIPACT units are 
interchangeable, "‘as easy as plugging 


in a toaster. 


FARADAY 


ELECTRIC CORPORATION 
Adrian, Michigan 


UNUSUAL fluorescent lighting installa- 
tion illuminates at high intensity the new 
group of escalators in the Z.C.M.1. depart- 
ment store in Salt Lake City. Wasatch 
Electric Co., electrical contractor, made 
the installation. Supplies and equipment 
were secured from various Salt Lake City 
wholesalers. 
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RMA Leaders See Bright 
Outlook For Year 1947 


A general feeling of optimism for 1947 
industry production, barring labor troubles, 
prevailed at the recent three-day RMA 
conferences of nearly 100 industry leaders 
at the Biltmore Hotel, New York City. In 
the first RMA industry sessions since re- 
lease of radio products from OPA control, 
and with 1946 set production of around 
15 million in prospect, the industry leaders 
canvassed 1947 prospects and voted $50,000 
for a national “Radio-In-Every-Room”’ 
sales promotion project. 

The radio industry leaders gave individ- 
ual and personal expressions of opinion on 
1947 set production. Estimates ranged from 
12 to 20 million sets. The apparent average 
of such individual opinions and beliefs in- 
dicated a minimum average of about 
13,400,000 and a maximum average of 
around 18 million sets. 

New services for the RMA membership, 
new committees to expand RMA activities, 
and an appropriation of $10,000 to enable 
the Institute of Radio Engineers to pub- 
lish valuable engineering data, were ap- 
proved by the RMA Board of Directors, in 
addition to the 1947 sales promotion proj- 
ect which will emphasize FM and com- 
bination radio phonograph receivers. 

Tube production problems were consid- 
ered at the meeting of the Tube Division 
during the conference. Chairman M., F. 
Balcom stated that while the shortage of 
receiving tubes for set manufacturers con- 
tinues, it is believed that production and 
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supplies will be substantially in balance CONDUIT COUPLING TYPE 


early in 1947. He estimated that total re- CCR-1 


ceiving tube sales in 1946 would be between 
193 and 195 million. 

George M. Gardner, president of Wells- 
Gardner & Co., Chicago, and David Wald, 
president of DeWald Radio Mfg. Corp., 
New York City, were elected Directors 
and members of the RMA governing board 
by the Set Division executive committee. 

Meeting the day after the RMA Board of 
Directors had approved an appropriation 


A Thin Wall ¥”" E.M.T., 
zinc, indenter tool type. 
Overall length 2”. Stand- 
ard package 500 pieces; 
carton 100 pcs. Approx. 
1800 pcs. per 100 Ibs. 


of $50,000 for an intensive sales promotion 
campaign on the theme “A Radio In Every 
Room—A Radio For Every Purpose,” the 
RMA advertising committee mapped out 





general plans for the direction of the drive. 

Actual launching of the campaign will 
be delayed until early 1947 so that detailed 
plans can be worked out and it will be 
timed to coincide with the marketing of the 


new 1947 radio receivers. 














AISLE LIGHT CALLING STATION SILENT VISUAL PAGING 


Used extensively by contractors for hospitals, public buildings and factories, 


[wo Divisional Managers Cannon Signal Systems include Silent Visual Paging Systems, Bedside Calling 


Named By Benjamin Elec. Stations, In-and-out Registers, Aisle, Corridor and Intersection Lights, Explo- 

sionproof Switches for Nurse’s Call, Visual Station Annunciators, Supervisory 

DES PLAINES, ILL. — Benjamin Elec- Station Annunciators, Supervisory Stations, Electrostatic Grounding Inter- 

tric Manufacturing Company of this city couplers, “Knight” Lights. Other specialties include Program Bell Transfer 

recently announced that Carl O. Martin, Panels, Footrail Alarm Switches, Push Buttons, Fire Alarm Boxes. Write for 
formerly assistant manager of the Pacific the catalogs indicated below. 


Coast Division, is advanced to manager 


Type MM” 
POWER 
PLUGS 


of the Pacific Coast Division. 

At the same time the company announced 
that Raymond W. Corwin was advanced to 
manager of the Eastern Division. 





\ Mr. Martin succeeds Miles F. Steel, 440 Volt 

. envied “oe president he pies . ie For heavy-duty power circuits, Type M1-4 series is listed as approved by 
: —~e Pacific Coast me ee ee Underwriters’ Laboratories. M 1-4 carries four 30-amp. contacts and is available 
tires under the company’s retirement plan in straight cord, angle 90° and several wall receptacle types. M2-A4 and -B4 


; after more than thirty-five years of con- carry 30- and 60-amp. contacts respectively. Write for Type “M” Bulletin. 
. tinuous service with the company. 
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: Cannon Signal Systems The C-46-A Condensed 
ip, (outng coveothecigant Catalog contains the 
: ine of equipment an "pa : 
ies, includes Architect's Typ- | ee ang - aot and 
ble ical Specifications and : ttings and equipment 

comparative catalog manufactured by Can- 
ub- yer rs. Write Dept. | XL-3-14 Recep. XL-3-13N Recep. | non Electric. Write 
- A-362 for a copy. $1.00 List $1.25 List Dept. A-362 for a copy. 
, in } f 
r0j- y ro 
- ae Somat Vi te) alta iis 
RECENT additions to the George Butler [ . POR 
sid- Company, manufacturers’ representatives, \ evectric / M M 
sion are W.C. Foss, left, formerly district pur- Ny, D E Vv t t o P E N T € o P A N Y 
< -} Ny 2 2 . . 
we chasing agent for Westinghouse Electric 3209 Humboldt Street, Los Angeles 31, California 
+ el Supply Co., and W.1. Morrison, who rep- 
on resented Economy Fuse Co. in the lowa Canada & British Empire — Cannon Electric Co., Ltd., Toronto, Ontario © World Export 
eo territory before joining the George Butler Agents (excepting British Empire) Frazar & Hansen, 301 Clay St., San Francisco 11, Calif. 
Or ganization. 
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SPACIOUS new quarters for Grayhar 
Electric Co. at 702 State Street, San Diego, 
Calif. Exterior view shows two-truck ramp 
for easy loading at floor level. Other view 
shows main stock room already piled high 
with merchandise. 


Noma To Make Bid For 


Appliance Business 


John M. Bess, newly appointed executiv« 


vice president of the Noma Electric Corpo- 
ration’s appliance divisions, recently an 
nounced that the Estate-Heatrola division 
will include in its 1947 manufacturing 
and sales operations, a line of household 
refrigerators, home freezers in 4, 6, 12 
and 22 cubic ft. capacity, and electric and 
gas hot water heaters. 

Mr. Bess outlined the plan and pattern 
of Noma’s expansion in the field of dur- 
able household goods and noted that Estate 
would spearhead the electric company’s bid 
for leadership in the appliance field. Mr. 
Bess said, ‘Estate electric and gas ranges 
and cable by our own exclusive process. That means and Estate Heatrola space heaters have 
it is flame resisting; impervious to acid, alkali, enjoyed an enviable reputation for many 
years; and the addition of the new items 
will bring new interest and new profit 
opportunities to the 6500 Estate dealers 


Always Send for new, throughout the country. 


a ans Mr. Bess emphasized that the availabil- 
7a Compote Catalog ity of a complete kitchen “package” would 


call for expanded selling efforts by all 
concerned. He pointed out that Estate is 


‘ making its entry into the low-temperature 
W £ 4 j é We be refrigeration field at a time when the influx 
of new names is quite heavy; and, quite 


INSU LATED WIRE ae) naturally, there is a good deal of wonder- 


ing how long some of them will last. By 

1001 East Sixty -Second St. contrast, he pointed to the fact that Estate 

Los Angeles 1 p California is now in its 104th year, the company 
having been founded in 1842. 

Mr. Bess declared that Estate would have 

the benefit of Refrigeration Corporation of 


Here’s wire and cable that will provide 
even longer life—Bronco 60 with du Pont Neoprene 
Jacket. Neoprene is vulcanized onto Bronco 60 wire 


moisture and oil, and highly resistant to sunlight 
cracking, crushing, wear and tear. 
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America specialized “know-how” in mat- 
ters of low temperature. Refrigeration 
Corporation of America is the Frigid- 
Freeze division of Noma. 

Mr. Bess also stated that the 1947 Refrig- 
eration Corporation expansion program 
calls for intensified effort in the commer- 
cial and institutional frozen food cabinet 
field. Mr. Bess is president of the Refrig- 
eration Corporation of America as well as 
executive vice president of the appliance 
divisions of Noma Electric Corporation. 
These divisions include Estate-Heatrola, 
Frigid-Freeze, Pollak and K-D Lamp, Mr. 
Bess said that the largest advertising cam- 
paign in all its history is being readied for 
Estate. 

Dr. Boris Emmet, formerly national re- 
tail merchandise manager for Sears, Roe- 
buck Company, is now actively associated 
with Noma as special merchandising ad- 
viser to Henri Sadacca, president. Dr. Em- 
met was recently elected a member of the 
board of directors. 


Portable Lamp Mfr. 
Moves To New Quarters 


CHICAGO — U-C Lite Manufacturing 
Co., makers of the “Big Beam” line of port- 
able electric hand lamps and accessories, 
recently announced that its general offices 
and factory had been moved to 1050 West 
Hubbard Street, Chicago. 

Before moving to the new and larger 
quarters, U-C Lite Manufacturing Co. was 
located at 11 East Hubbard Street. 








APPOINTMENT of S. B. Williams as 
manager of customer relations was recently 
announced by Sylvania Electric Products 
Inc. Mr. Williams, former editor of Elec- 
trical World, has been active in the public 
utility and illuminating branches of the 
electrical industry for many years. He is 
a past president of I.E.S. 
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IMPROVED HIGH-LEVEL 


ILLUMINATION 


The Twin Highlite 
by Goodrich 


Here’s the modern, high-intensity general illumina- 
tion for large industrial interiors that brings better, 
safer working conditions—increased production. 


Designed to provide maximum illumination and 
uniformity, this fixture combines two Highlite reflec- 
tors on a channel for single suspension. Porcelain 
enameled reflectors deliver uniform intensity of light 
over large areas with perfect diffusion, minimum 
glare. Furnished for twin-mercury, twin-incandescent 
or blended illumination with mercury-incandescent 
combination. Easily installed. Ask for full details. 


The Twin Highlite is only one among hundreds 
of Goodrich reflectors which answer every industrial 
lighting need. 


Sold Through 
Electrical Wholesalers 


loc 
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| hether you sell them 


> or install them— 


GEDNEY 


FITTINGS 
are a profitable line! 


< 











co 4% 





The features that make contractors call for 
GEDNEY Fittings are the same ones that mean 
extra profits for the wholesaler who stocks 
them. It’s simple—wiring men prefer one brand 
of fittings to another because they believe one 
is superior. They know that GEDNEY fittings 
give them— 


%& PRACTICAL DESIGN, COMPLETE LINE 

%& MADE OF HIGH GRADE MALLEABLE IRON 
%& SMOOTH, RUST-PROOF FINISH 

tw EVERY ITEM CAREFULLY INSPECTED 

% EASY-TO-SPOT PACKAGING 


These things mean more money to the elec- 
trician because they result in better jobs and 
jobs done fast! They will mean more money 
to the wholesaler because he stocks the fittings 
his customers want. GEDNEY Fittings sell be- 
cause GEDNEY FITTINGS FIT! 


SOLD THROUGH WHOLESALERS ONLY... 
«+» WRITE FOR NEW CATALOG!? 


GEDNEY ELEcTrIC co. 


FOUNDRY, FACTORY & SHIPPING POINT: TERRYVILLE, CONN. 


RKO BLDG., RADIO CITY, NEW YORK 20, N.Y. 











Gilmore Named Manager 
GE Wire And Cable Div. 


BRIDGEPORT, CONN.—A. W. Gilmore 
has been appointed manager of a new 
General Electric wire and cable division 
according to a recent announcement by H. 
L. Andrews, vice president in charge of the 
Company's Appliance & Merchandise De- 
partment. 

The new division is a consolidation of 
the former York (Pa.) wire and cable 
division and the Bridgeport wire and cable 
division. 

Mr. Gilmore named the following men 
to assist him in the new division: M. H. 
Owen as manager of the York sales sec- 
tion; A. E. Newman as manager of the 
Bridgeport sales section; C. O. Hull as 
engineer; S. I. Powell as manager of man- 
ufacturing and A, Hillman as accountant. 

A native of St. Joseph, Mo., Mr. Gilmore 
worked with the B-R Electric Co., Kansas 
City distributor, before joining the Gen- 
eral Electric organization in 1926. After a 
period as salesman, then sales manager for 
the G. E, Supply Corporation in Kansas 
City, he was appointed district manager 
for that company in 1938, 

Following three year’s service in the 
armed forces, Mr. Gilmore became assist- 
ant to the general sales manager of the 
GE Appliance & Merchandise Department 
at Bridgeport. 


Toastmaster Announces 
Fair Trade Contracts 


ELGIN, ILL.—Fair Trade contracts have 
been executed in all states having Fair 
Trade Laws, establishing both minimum 
wholesale prices and the minimum retail 
price on the Toastmaster automatic pop 
up toaster, Model 1B12, according to a re- 
cent announcement from the Toastmaster 
Products Division, McGraw Electric Com- 
pany, Elgin, Illinois. 

In making the announcement W. F. 
O’Brien, general sales manager, pointed 
out that the contracts were as binding upon 
those who do not sign contracts as upon 
those who do. A slight increase in the 
Toastmaster list price from $18.55 to $18.75 
designed to eliminate the awkward O.P.A. 
price in favor of one conforming to cus 
tomary practice, was also made effective 
with Mr. O'Brien's statement. McGraw 
Electric Company, however, has not in 
creased its price to distributors and the 
entire benefit of the increase will be passed 
along to both distributors and retailers in 
slightly increased profit margins. 

Prices are established under the Fair 
rade Laws of the 45 states having them. 
In Missouri, Texas, Vermont and the Dis- 
trict of Columbia no Fair Trade Laws 


have been enacted. 
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RECENTLY elected vice presidents by 
Federal Electric Products Company’s board 
of directors are: W.H. Lantz, Jr., left, and 
Rey F. Frenger. Mr. Lantz will be the 
executive head of the Hartford division. 
Ur. Frenger will be in charge of the Wm. 
Wurdack division in St. Louis. 





Warren Taradash Joins 
Hyland Electrical Supply 


CHICAGO — Hyland Electrical Supply 
Company of this city recently announced 
that Warren Taradash, the son of M. C. 
laradash, president and founder of the 
company, had joined the organization. Mr. 
l'aradash is spending time in various de- 
partments to learn the fundamentals of 
the wholesale business. 

Mr. Taradash is about 23 vears old, re- 
cently married, and a veteran of four and 
one-half vears service. He is a graduate of 
the University of Wisconsin where he 
majored in liberal arts and business ad- 


ministration. 


Edison GE Appliance Co. 
Now Named Hotpoint, Ine. 


CHICAGO—Hotpoint, Inc., has become 
the official name of Edison General Electric 
Appliance Company in accordance with an 
action of the board of directors it was 
recently announced by R. W. Turnbull, 
president of the company. The new com- 
pany name will carry the sub-title “a Gen- 
eral Electric afhliate”’ to identify it as a 
part of the General Electric Company. 

In making the announcement Mr. Turn- 
bull pointed out that the increased public 
acceptance of the brand name Hotpoint had 
obscured the company’s former corporate 
name. 

Che company is embarking upon a major 
enlargement program involving $17,000,- 
000 in capital and plant expansion in the 
Chicago area, which will result in the em- 
ployment of several thousand additional 
skilled workers. The Chicago physical ex- 
pansion will increase manufacturing ¢ca- 
Pacities to triple present facilities for the 
manufacture of electric ranges, water heat- 


ers and dishwashers, Mr, Turnbull said. 
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you normally would. 





No. 284 Nozzle with 
No. 200 Cover Plate 


You'll like this Duplex Re- 


ceptacle Nozzle which covers 
with 15,” or +4” Brass Pipe Ex- 
tension 


CHECK STOCKS NOW 


Orders are being filled as quickly as possible but 
materials are still scarce. We suggest that you antici- 
pate your requirements a little farther ahead than 





2” plush brass plugs. 


atwrohbe 


SIALTIES 








No. 252-R Fioor Box 


This Two-Gang Box has 208 Re- 
ceptacle in one section. One 
Cover plate has’!4"', the other 








No. 470 "Latrobe" 
Pipe or Conduit Hanger 


Convenient and dependable—for 
hanging pipe or conduit 12”, 
4,” to 1” to steel beams up to 


¥y” thick. 








No. 110 “Latrobe™ 
Watertight Box 


The iron body has 31” round 
Brass Cover plate. No. 208 
Receptacle and No. 207 Bell 
Nozzle. 
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Bull Dog Insulator 
Support 
Ever ready and dependable for 


fastening porcelain or glass In- 
sulators to exposed framework. 





Keystone Fish Wire 


Quality you will find fault with 
—Tempered right—Ten sizes. 


<i eed ee ee ee ee 


FULLMAN MANUFACTURING CO. 


LATROBE . . . PENNSYLVANIA 
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HEXACON 
ELECTRIC 
SOLDERING 














= Important news to 


WHOLESALERS 


HEXACON soldering irons or2 a profitable ling 
for the distributor, dealer and user because it 
represents one of the most complete lines available 





today. It is backed k/ famous users throughout the 
world, and an aggressive hard-hitting sales promo- 
tion campaign is telling the story to a quarter of o 
million key men in industry each month. 

Remember HEXACON for the complete line — sizes 
ranging from 40 to 700 watts, with tip diameters from 
% to 1%". All are designed for long life and rapid, 
economical production. 


HEXACON ELECTRIC CO. 


146 W. CLAY AVENUE, ROSELLE PARK, N. J. 


HEXACON 


LONG-LASTING 


TYPE P-150 
This production 
iron provides a 
large reserve of 
heat at theright 
temperature 
for sustained 
production. 


HIGH-QUALITY, 


SOLDERING IRONS 








T.W.MOORE recently retired after more 
than 46 years with the General Electric 
Co. Mr. Moore was manager for many 
years of GE Lamp Department's South- 
eastern sales district. 





Cutler-Hammer Announces 
Dallas Sales District 


Because of the rapidly expanding busi- 
Southwest, Cutler- 
Hammer, Inc., Milwaukee, Wisconsin 


ness activity in the 
manufacturers of electric motor control and 


allied products, recently announced the 
establishment of a new district sales ter- 
ritory in that area, The new arrangement 
replaces the former branch office sales 
operation. 

The new sales district will be under the 
direction of E, K. 
manager. Headquarters for the new dis- 


at 715-A N. Ervay Street, 


Anderson as district 
trict will be 
Dallas Texas. J. S. Darby has been named 
manager of the company’s branch office in 
Houston which will report to the new dis- 
trict headquarters. 


New Convenient Package 
For Electrical Connectors 


NEW YORK-—Burndy Engineering Com- 
pany of this city, manufacturer of electri- 
cal connectors, recently announced that it 
is now supplying connectors in a new con- 
venient standardized metal-edged package. 

According to the company the new pack- 
age provides the utmost in convenience in 
stocking and selling electrical connectors 


Thimbleful of Precision 


Ball bearings so tiny that 321 complete 
sets can be held in a thimble are used in 
precision mechanisms such as barometers 
and electrical instruments for aircraft. 
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Keystone Electric Mfg. Co. 
Moves To Larger Quarters 


PHILADELPHIA — The Keystone Elec- 
tric Manufacturing Company recently an- 
nounced that it is in full production at its 
new building at 2228 East Tioga Street, 
Philadelphia. 

According to Leonard Siegel, sales man- 
ager, the move was made necessary by the 
ever-increasing number of orders. 

The new two-story building and ware- 
house contains 25,000 square feet of space 
and is situated on a large enough tract of 
land to allow additional expansion. 


Trial Period Measures 
Market For Home Freezers 
BRIDGEPORT, CONN.-In an effort to 


discover just how large the market for 
home freezers actually is, and how best 
to promote their sale, the General Electric 
Company recently teamed up with one of 
its small town dealers to sell 76 new four- 
cubic-foot GE freezers in seven days. 

According to M. J. Young, who is in 
charge of freezer sales for General Electric, 
“we estimate that, on the basis of these 
results, the immediate market for home 
freezers is 5 percent of the nation’s elec- 
trified homes. More than 1 percent of the 
electrified homes in the test area were sold 
during the one-week trial period.” 

“We are also led to the conclusion that 
all the sales helps that have been used in 
the promotion of more familiar appliances 
are necessary to sell home freezers in such 


volume,” he said. 


Purpose of Test 


Mr. Young emphasized that the test had 
a four-fold purpose; to determine the size 
of the freezer market, how to sell the 
freezer, the effect of advertising media and 
the performance of the new GE unit in 
adverse climatic conditions. 

A town in Florida, where temperature 
and humidity average high and where 
there is less than normal national demand 
for freezers, was selected for the test. The 
town has a population of about 22,000 
persons, and a trading area of 35,000 with 
about 6300 residential electric meters in 
the area. The nearest city is about 60 miles 
away. Effective buying income is slightly 
over $30,000,000 and the per capita income 
about $1400. 

The test showed that the upper income 
group will buy home freezers now, but it 
will be some time before low income groups 
can be reached. Sales to age groups in the 
trial period were well diversified. In prac- 
tically every instance the husband was in- 
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Since 1857 


theyre KLEIN 


F you’ve ever worked on a pole 50 feet in the air 

with the wind whistling around your ears, you 
know why linemen need good tools. That’s why 
there’ll always be a pair of Kleins in my tool belt. 
I know they’re good.” 

Yes, to the men who install and maintain the na- 
tion’s power and communication lines there is only 
one kind of pliers... Kleins. There’s a sound reason 
for this overwhelming preference. For linemen and 
electricians—men who know good tools—also know 
of the quality materials and handcraftsmanship that 
go into every pair of Kleins. To them this excellence 
means speed, efficiency and safety on every job. 

The complete line of Klein Pliers is in full produc- 
tion but demand still exceeds supply. Your supplier 
will fill your order as soon as possible. 
























A copy of the Klein Pocket Tool Guide, show- 
ing the Klein line and containing valuable 
tool information, will be sent on request. 


ats KLEIN 


3200 BELMONT AVENUE CHICAGO 18 






& Sons 


ILLINOIS 
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CUSTOMER ACCEPTANCE 
FOR YOU... 


RUSSELL & STOLL advertising reaches over 
a quarter million buyers of electrical spe- 
cialties and equipment. Whether electrical 
contractors, plant electricians, electrical 





P t 
engineers, chief electricians, electronic ip Tatay* 
engineers, utilities, inspectors, purchasing Eta Eps 
agents, ship operators, or other men who ~ 


specify or buy electrical products... 
they're likely to see our advertisements. 
You can be sure that many are your own 
customers. That’s why we tell them that 
RUSSELL & STOLL products are sold 
through Electrical Wholesalers. 


Hundreds of jobbers know and sell R&S 
items . . . to keep their customers’ good will 
and resultant repeat business. So if you're 
interested in meeting customer demand for 
better quality goods, you can’t afford to 
miss the RUSSELL & STOLL line. The prod- 
ucts are precision-built, the result of over 
forty four years’ specialized experience in 
meeting the hazards of moisture, dust, and 
explosive areas. Built on standardized de- 
signs, they offer a high degree. of inter- 
changeability. 


Russell & Stoll Products 
LIGHTING FIXTURES 
RECEPTACLES, PLUGS and 
CABLE CONNECTORS 
VAPORTIGHT, EXPLOSION-PROOF CONTROLS 
ond FITTINGS 
MARINE FIXTURES and FITTINGS 


UNILARM 
Standardized Unit Alarm System 


DISTRIBUTED THROUGH 
ELECTRICAL WHOLESALERS 









4 
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menue wants 
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RUSSELL & STOLL COMPANY, INC. 


Precision-Built Electrical Equipment 


125 BARCLAY STREET, NEW YORK 7, N: Y 





MANAGERS of General Electric Lamp 
Dept. new districts are: right, G. E. Park 
and L. J. Campbell. Mr. Park is in charge 
of the new Carolinas district with head- 
quarters in Charlotte, N. C. Mr. Campbell 
heads the new Southeastern district in 
Atlanta. The new districts were made by 
dividing the old Southeastern sales district. 





cluded when the buying decision was made 
“In addition to newspaper and radio ads, 
telephone solicitation proved to be a highly 
effective selling method. Twenty-one sales 
resulted from 79 telephone conversations. 

Newspaper advertising was very effec- 
tive. Sales reached their greatest volume 
on the second day before other media had 
been utilized. Window signs were another 
strong drawing-card. 

Many people wanted to know whether 
the freezer could be used as a refrigerator. 
“The dividing line between refrigerators 
and freezers is not yet distinct in the 
public’s mind,” Mr. Young said. 

A well-stocked display sample in the store 
was found essential to selling and an empty 
one helpful for giving the detailed product 
story. The test indicated that packaging 
materials are a very helpful accessory in 
the sale of home freezers: A kit containing 
a variety of materials was used with the 
suggestion that the consumer experiment 
to find which kinds are most satisfactors 
Enlisting the cooperation of the local utility 
company and frozen food distributor 
proved invaluable. Speaking of the former, 
Mr. Young observed that “this type of 
assistance should not be overlooked by any 
dealer or distributor.” 


Former District Manager 
Joins Chicago Firm 

CHICAGO — McKinley-Mockenhaupt 
Co., Chicago, IIl., recently announced that 
W. A. Stacy, well-known in the electrical! 
industry, had joined its staff, 

Mr. Stacy was formerly manager of 
Bryant Electric Company’s Chicago dis 
trict. He was retired from Bryant Electri: 
on November 1, 1946. 
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LASSER MFG. CO., Miami, Fla., a new Heres a new member 
fluorescent fixture manufacturing firm was ; 
recently started by Jack Lasser. Mr. Las- of the Paragon family 
ser was founder and president of Master- the AF Series for timin attic 
\. craft Electric Co., Newark, N. J. before d ° d f g 
selling out and opening the new concern. and window fans. 
Entirely new in design, this 
timer is offered in two time 
" ranges, 0-10 hours and 0-20 
hours, each fully adjustable 
s to any position on the dial 
‘ Jobber And Service Man . a real convenience for 
; Campaign Features Humor the user. 
id In setting up 6 st ae Equipped with a quiet Tel- 
er man campaign, “Le yurself Grow,” Cor- ° 
: 1 ¢ ee = — € eng ; or echron motor and an im- 
nell-Dubilier Electric Corporation, South . . : 
er Plainfield, New Jersey decided to adopt a proved switch, the timer 1S 
r. humorous approach. The material, which rated for high capacity, and 
rs makes use of good business sense and action, will handle a y 6 HP motor. 
he inane cartoons, witty phrases and hum- « Beautifully finished drawn 
. OE i . aluminum case, anodized, 
re The company claims that a touch of . h ta] d ° d ] P] ] 
ty humor brings about good cooperation be- wit dial an pointer protecte by ciear astacele. 
ict wee he ac > jobber < serv- ° ° 2 
as thapialanag tages ag dane peedace Underwriter approved, all electric, no springs, 
ng ice man in selling the company’s products. i] H dy b ° ] itch 
in According to Ken C. Burcaw, sales man- mounts easi y to ancy SOx OF sing - Gane switc 
ng ager, jobber division, who recently returned box, or may be surface mounted with conduit con- 
he from a trip around the country, jobbers nections into the bottom of the timer. The setting 
st ae pleased with the campaign may be changed at will without harming the in- 
rv. > - ° + . 
— strument. Timer motor runs only when timer is ac- 
ity ; . 
od tually in operation. 
er . 
od Get your orders to your jobber—now and start 
ny eee planning installations early. Complete data sheet 
Lighting Equipment Being on request. 
Produced At Record Rate 





According to a recent report by W. F. AT ONLY PARAGON ELECTRIC COMPANY 
White, manager of the Westinghouse Light- 1630 TWELFTH STREET 


r ing Division, lighting equipment for the $975 TWO RIVERS, WISCONSIN 
cecsaeianal 


nation’s homes, factories, streets and air- 














ports is being produced at an all-time rec- 
upt ord rate. 
hat Fluorescent lighting fixtures and parts OUTSTANDING 
ical are leading the way to the greatest produc- VALUE 
tion rate in history. Mr. White said that the On %. 
of demand for every product from sun-lamp ara Ons! Rivers 
dis units to street luminaires is unprecendented ” ds . tse 
tric and way ahead of the industry's immediate sens 5°" 


al EQUIPMENT 


ability to supply. 
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‘MR. SCRU-IT" 





Solar SCRU-ITS are used for connecting two or more wires 
without tape, solder, flame or tools. They are economical and 
easy to use-—wire ends are stripped and SCRU-ITS screw 
right on to form a compact and efficient joint. 

SCRU-ITS give better mechanical and electrical contact... 
eliminate possibilities of shorts, grounding and corrosion 
Their compact size permits their use where working space 
is at a Minimum. 

Available in several sizes for connecting various combina- 
tions of wires 


I. STRIP WIRE 





2. screw it ( » 


n 


be 


















3. THAT'S IT | 


“" ScRUTS/ 








MILLIONS IN USE - HUNDREDS OF APPLICATIONS | + MAY BE USED WITH SOLID 


OR STRANDED WIRES 


“Roughing-in” or permanent wiring is simplified 
with SCRU-ITS . . . they thread on with a twist 
of the wrist . . . and the joint is complete! 


Write for Data 





- Fixtures - Lighting Devices : 

- Outlet Boxes - Conduit Boxes Sheet B-1 
- Fuse Boxes - Circuit Breakers : 
- Panel Boards - Switch Controis -_ [—— . 
- Switch Boxes - Motor Connections prices, etc., WRITE TODAY. Bs 


and many others. 


U S PATENT NO 1.933.555 


LICENSED UNDER IDEAL INDUSTRIES INC. PATENTS — 
SOLAR ELECTRIC CORPORATION 


FACTORY and SALES OFFICES 


ae | PENNSYLVANIA 
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Life Rating Increase For 
3000-Watt Mercury Lamps 


CLEVELAND —A life rating increase 
of 1000 hours for the 3000-watt A-H9 mer- 
cury lamp was recently announced by the 
Lamp Department, General Electric Com- 
pany at Nela Park, Cleveland, Ohio. 

The life rating of this powerful lamp 
has been increased from 2000 to 3000 hours. 
Electrical characteristics, initial ratings 
and lumen maintenance remain unchanged, 
company officials said. 


This and That 


Palmy Days of the Electric 
At the New York Auto Show of 1900 
electric automobiles far outnumbered steam 


and gasoline cars. 


200% Increase in Comfort 

[he electric stabilizer which insured 
deadly aiming of guns as battle tanks 
plunged over rough terrain has led to 
development of a stabilizer for railroad 
coaches. In tests it has stepped up riding 


comfort by as much as 200%. 


Electrical Morale Builders 

The war is over, but there still is a de- 
mand for movies for thousands of service 
men on duty at isolated posts. In the last 
vear, according to the USO mobile service, 
more than 50,000 film showings were made 
with 225 electrically-operated projectors, 
200 of which are going strong in the field 


today. 


Tip on Food From Mars 
One of the newest methods of food freez 
ing and preservation was learned from 


preserving blood plasma during the war 


New Role for Ray Lamp 
Heavy cream, prepared by a new method 
utilizing a germicidal lamp, will stay fresh 
at room temperatures for more than a year. 


Are Welding’s Atomic Gift 
Development of the atomic bomb was 
hastened by thirty days through use of a 


new process of electric arc welding. 


Farm De-lcers on Market 
Electric de-icers for livestock water tanks 
are on the market, They insure a constant 
supply of drinking water for livestock, eve! 
at temperatures far below freezing. 
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Versatility of X-Rays 
X-rays have been found useful in treating 


approximately eighty skin disorders. 


OBITUARIES 





C. A. Norton 


Chester A. Norton, 55, sales manager, 
Pierce Laboratory Inc. died recently at his 
home in Huntington, Connecticut after a 
prolonged illness. 

Mr. Norton was born in Carthage, Mis- 
souri and became identified with the elec- 
trical industry as a young man, He was 
associated with Westinghouse Lamp Com- 
pany for twenty-eight years as district 
manager in Seattle and in Boston and as 
national sales manager in New York. For 
the past eight years Mr. Norton has been 
with the Pierce Laboratory. 

Among the many offices that he held in 
industry organizations, he was secretary 
and a member of the board of the Electrical 
and Gas Association of New York Inc. He 
was an Honorary Life Member of the Ben- 
evolent and Protective Order of Elks. 

He is survived by his wife, Elsie Schmitt 
Norton, a son, Fred R. Norton of Glendale, 
California and a brother, Victor Norton of 
Los Angeles, California. 


W. E. Stephenson 


Walter E. Stephenson, secretary-treasurer 
of Sterling Electric Company, Minneapolis, 
Minn. died November 19, 1946, 

Mr. Stephenson was born in Gold Hill, 
Nevada, the son of a pioneer Western 
family. In 1889 he hired out as a wireman 
with Thomson-Houston Electric Co. in St. 
Paul. When that company discontinued 
operations, Mr. Stephenson became wire- 
man for Electrical Engineering Co. One 
of the first contracts on which he worked 
Was wiring the palatial home in St. Paul of 
James J. Hill, the railroad builder. The 
Hill mansion still stands as one of the 
Twin City show places, with its more than 
fifty year old wiring still intact. 

In 1893 the Electrical Engineering Co. 
moved to Minneapolis. Mr. Stephenson 
went along, became secretary of the com- 
pany and continued with them until 1902. 

Leaving Minneapolis in 1902, he became 
assistant Chicago manager for Sawyer- 
Man Electric Co., pioneer lamp manufac- 
turers. Mr. Stephenson was assistant man- 
ager for Manhattan Electrical Supply in 
Chicago for three years. In 1905 he had a 
fling as a manufacturer’s agent, associated 
with H, E. Cobb of Chicago. 

In 1907 Mr. Stephenson returned to 
wholesaling to stay. He was made secretary 
and treasurer of the Northern Electric Co. 
in Minneapolis, and was with them until 
1920, when he became secretary-treasurer 
of Sterling Electric Company. 

Mr. Stephenson was well known in the 
electrical wholesaling industry and was 
active for many years in the National Elec- 
trical Wholesalers Association. 
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Electrical living is taking big strides ahead in postwar America 
—with new homes and new appliances. This means a bigger- 
than-ever load for wiring...and greater-than-ever need to 
wire adequately with PORCELAIN Protection! 

The contractor makes more money—and the consumer 
saves money—with PORCELAIN on the job! This system 
carries a 33°% to more than 100° greater load than any other 
wiring method—wire size for wire size. This extra capacity 
assures the home owner more economical installation and 


operation. Ask your Electrical Inspector about non-metallic 


knob-and-tube wiring for safety. Write for wiring manual. 
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Talk-A-Phone seLts... 
AND (STAYS SOLD 


wet Thats Worth 


Remembering / 





When a Talk-A-Phone unit leaves your stock room you can 
bid it goodby . . . can consider the sale concluded . . . deal 
closed . . . because every Talk-A-Phone unit is expertly engi- 
neered and precision-built to render service that keeps dealers 
and users happy. 


REMEMBER . . . Talk-A-Phone is extensively 
advertised in leading trade and consumer 
publications . . . that countless thousands of 
prospective buyers have been educated as to 
the unsurpassed performance of Inter-comm 
that “Has Everything” and are in a buying 
mood. 


REMEMBER . . . the world’s most complete line 
of Inter-comm provides a unit for every re- 
quirement ...5 to 100 stations. Its sales field 
is as broad as the vast demand for Inter-comm. 


REMEMBER, TOO... Talk-A-Phone is sold exclu- 
sively through the jobbing trade and that 
your sales rights are protected by a rigid 
jobber’s policy. 


BEFORE YOU FORGET . . . why not write for the 
latest Talk-A-Phone catalog, liberal jobber 
discounts and sales promotion literature 
created to make your Inter-comm business 

soar? Address Dept. 


Talk-A-Phone Co. 


1512 S. Pulaski Road Chicago 23, III. 








ASSOCIATION NEWS 


BALTIMORE-—The Electrical Manufac- 
turers Representatives, Inc. of Baltimore, 
Maryland, recently held a luncheon meet- 
ing at the Hotel Stafford, Charles & Madi- 
son Streets, Baltimore. Jobbers of this area 
were cordially invited to attend this meet- 
ing as guests, Cocktails were served at 
12:00 noon and luncheon was served at 
12:30 P.M. Tickets were available at $3.50 
from the Association’s secretary. 

R. G. Montgomery at the expiration of 
the current fiscal year, resigned his position 
as secretary after ten years of service to 
the Association. 

At the regular November meeting the 
following were appointed to the Nominat- 
ing Committee to select the 1947 slate of 
officers: Messrs. McCourt, chairman; Re- 
quardt; and Murphy. 


CHATTANOOGA — Clif Simpson, man- 
aging director of National Electrical Re- 
tailers Association, was the guest speaker 
for the November meeting ot the Electric 
League of Chattanooga. A. L. Lees, regional 
field director, Southeastern District for 
N.E.R.A., was also present. Twenty-five 
local appliance dealer-members of the 
League and N.E.R.A. were among the 100 
in attendance. 

The League officially welcomed the ag- 
gressive new director of N.E.R.A. and his 
district field director to Chattanooga, elec- 
trical center of the South. President Shedd, 
in his welcoming introduction of Mr. Simp- 
son, said, “It is most fitting that Mr. Simp- 
son should make his first visit, as managing 
director, in the South to Chattanooga. Our 
appliance dealers need a strong national 
association, and we welcome N.E.R.A. and 
offer our support to the program.” 

Two prominent appliance dealer mem- 
bers of the League have been appointed to 
N.E.R.A. posts. Frank Grant, Modern 
Home Appliance, and W. O. Bennett, Over- 
bey Appliance Co., have been appointed 
state chairman and local chairman, re- 
spectively. Frank Grant is also vice presi- 
dent of the League. 


MILWAUKEE — The 1947 annual dinner 
meeting of the Electrical League of Mil- 
waukee will be held at the Elks Club on 
Thursday evening, January 16. As in past 
years, admission will be limited to members 
who have paid their dues for 1947. An en- 
tertainment program will follow the dinner 
and annual business meeting. 
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CHICAGO-The operating report of 1945 
indicated that members of the Chicago 
Lighting Institute’s staff were engaged in 
constructing a model store, which, when 
completed, could be transported to suitable 
meeting halls throughout the Chicago Re- 
gion for purposes of demonstrating modern 
store lighting. 

This model store was completed early 
in 1946. It consists of two compartments, 
side by side; both are identical as to fur- 
nishings, decorations and size, representing 
a store 48 ft. long, 20 ft. wide and 12 fet. 
high. Three members of the Institute’s staff 
operate behind the scenes and make a total 
of eight lighting changes in the store as the 
speaker unfolds his story. 

The model store comes in sections and is 
transported by truck; expenses for trans- 
portation are borne by the electric utility 
in whose territory the store lighting demon- 
stration takes place. 


Illumination Courses—Winter 1947 


One, “Lighting Problems Design’ course 
and one, “Fundamentals of Illumination” 
course will be offered early in January. 
Both courses will consist of twelve 2-hour 
lectures and six 3-hour laboratory sessions. 
Tuition will again be $20.00 per student. 


Electrical Contractors Programs 


The Chicago Lighting Institute and the 
Electric Association co-sponsored four eve- 
ning sessions for electrical contractors from 
the Chicago Region on the evenings of 
September 10, 24, 30 and October 7, The 
theme for all four sessions was “Relighting 
Stores in the Chicago Region.” 


Residence Lighting—Winter 1947 


The Institute Committee on Management 
voted at their October meeting to consider 
a refresher school on residence lighting 
early in 1947 for men and women engaged 
in the home lighting field, many of whom 
are employed by the electric utilities and in 
lamp and fixture sales of department stores. 


NEW ORLEANS-The Electrical Associ- 
ation of New Orleans recently held its 
annual “Radio Nite” in the Tulane Room 
of the Jung Hotel. President of the Electri- 
cal Association, Carl O. Brown, in a brief 
address welcomed the members and guests. 
Mr. Brown then introduced President Mor- 
ris Warnick of the Radio Dealers Associa- 
tion, Mr. Warnick in expressing his appre- 
ciation took the opportunity to thank 
Messrs.: Eberhardt and Burglass, and 
their committee, for the splendid arrange- 
ments they had made. 

At the Executive Committee Luncheon 
held recently at the International House, 
Secretary Guidroz reported that a Nomin- 
ating Committee—to select the 1947 slate of 
oficers—had been appointed. This consisted 
of Messrs.: C. L. Osterberger, A. J. McCall, 
and R. Viener. 

At the “Let’s Talk Turkey” dinner meet- 
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WIRE «+ CORD SETS 
CARTRIDGE and PLUG FUSES «+ FUSTATS 
TROUBLE LIGHTS * CHRISTMAS LIGHTING SETS 


ROYAL ELECTRIC CO., Inc., PAWTUCKET, R. I. 
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PROFITABLE 


Opportunities for you 
with 


AUTOMATIC 
TIME CLOCKS 


Window Lights . . . Electric and Gaseous Tube 
Signs . . . Apartment and Hotel Hall Lights... 
Billboards . . . Flood Lighting . . . Poultry House 
Lighting .. . Linotype Machines . . . Pumps and 
Motors . . . Electric Refrigerator Defrosting . . . 
Time Lock Safes and Vaults .. . Street Lighting 
Systems... Traffic Signals . . . Signal and Alarm 
Systems . . . Appliance Outlets . . . Water Soften- 
ing Equipment . . . Advertising Displays .. . 
Ventilating Systems . . . Attic and Exhaust Fans 
° . Electric Fountains . . . Air Conditioning 
Equipment . . . Electric Hot Water Heaters... 
Compressors . . . Oil Well Pumps... Battery 
Charging . . . Sprinkling Systems . . . Airport 
Lighting . . . Church Bulletin Boards . . . Diera- 


mas ... Coal Stokers . . . Time Signals... 
Chemiculture . . . Paint Agitators . . . Blowers 
. Yard Lighting Systems . . . Bulletin Boards 


. Heat Treating . . . Panoramas . . . Con- 


veyors . . » Suburban Railway Station Platforms 
. « « Chime Systems . . . Electric Cookers .. . 
Factory Lighting .. . Electric Glue Pots... Park 


and Playground Lights... Gas and Ol! Heating 
Equipment . . . Plastic Molding . . . Solenoid 
Valves . . . Greenhouse Lights. 


Write for Information 
and Discounts 


AUTOMATIC 


Electric Manufacturing Co. 
TIME SWITCHES — FLASHERS 
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JACKSON 
VAPOR PROOF UNITS 
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No. 2802 


No. 2800-2804 


@ No. 2800 has a cast aluminum hood 
tapped for 1/2" pipe. For 60-100 watt 


amp. 

The 2804 for 150-200 watt lamp. 

The 2802 is an outlet box type and can 
be mounted on either a 3!4"" or 4"" box. 
For 60-100 watt lamp. 

Sold only thru Electrical Wholesalers. 
Manufacturers of Lighting Equipment. 


JACKSON 
ELECTRICAL COMPANY 


900-910 W. Van Buren St., Chicago 7, Ill. 
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ing after a delicious turkey dinner with all 
the “trimmings” had been served, the busi- 
ness portion of the meeting was opened by 
E. N. Avegno, Sales Manager Streuby L., 
Drumm presented the nationally discussed 
Visualizer, regarding “Why New Or- 
leans?” 

The main purpose of this gathering was 
to acquaint appliance and equipment deal- 
rep- 
resentatives with the newest plans devised 


ers, distributors and manufacturers’ 
to keep the people of New Orleans “appli- 
ance and equipment minded.” The slogan 
was “See Your Dealer,” save now for ap- 
pliances that will be available later on. 
Mr. Drumm said that all appliances and 
equipment dealers, distributors, etc. will 
be presented with a copy of the “Let’s Talk 
Turkey” booklet (and a copy of “Why New 
Orleans?”) which presents the schedule of 
utility campaigns, dealer contests, news- 
paper advertising and thousands of mail- 
ing pieces, etc, that are now being placed 
in the hands of appliance and equipment 


prospects. 


PHILADELPHIA—The Board of Gover- 
nors re-elected Henry B. Bryans, executive 
vice-president of the Philadelphia Electric 
Company, as president of the Electrical As- 
sociation of Philadelphia. 

Other officers elected were: vice-prest- 
dent, E. W. Loomis, district manager, West- 
inghouse Electric Corp.; treasurer, Philip 
H. Ward, Jr., president of the Ward Elec- 
tric Company; secretary, Robert J. Moran, 
chief of electrical district, Middle Depart- 
ment Rating Association; and managing 
director, John A. Morrison, Electrical As- 
sociation. 

Among the wholesalers recently elected 
to the Board of Governors for 1947 are: 
Charles E. Mason, Novelty Electric Co.; 


J. A. Mayer, Graybar Electric Co., Inc. 


ROCHESTER—A dinner meeting for all 


dealer and distributor members of the 
Electrical Association of Rochester will be 
held on Thursday, January 23, 1947. 


Speaker at the meeting will be George 
Taubeneck, Editor of Air Conditioning and 
Refrigeration News, Detroit, Mich, This 
will be one of a series of meetings during 
1947, the purpose of which is to keep the 
electrical industry informed on current 
affairs and trends in appliance merchan- 
dising. 

The Membership of the Electrical Asso- 
ciation is being expanded, the result of 
which, it is claimed, will put the Electrical 
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| Nalco Dritherm Infra-Red Lamps are of 
efficiency and give tong, 
under constant, severe use. 
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I 1034 Tyler St. St. Louis 6, Mo. 
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Association of Rochester out in front, as a 
corporate body for trade promotion pur- 
poses. The campaign is being directed by 
Mr. E. J. Howe, ist vice-president of the 
Association. Mr. Howe is being assisted by 
the salesmen of all distributor members of 
the Association. 

Dr. J. O. Perrine, vice-president of the 
American Telephone and Telegraph will 
come to Rochester as guest of the Electrical 
Association to appear at the Upper Strong 
Auditorium, University of Rochester on the 
evening of January 28. The membership 
of the League is invited to this meeting. 
The entire stage of the Upper Strong 
Auditorium will be used for demonstrations 
of radar, together with disclosure by Dr. 
Perrine of some of the hitherto secret meth- 
ods employed by the armed services during 
the recent war. 


Adequate Wiring 


Sixty members recently met at the Cham- 
ber of Commerce to hear Ed Northrop of 
the National Adequate Wiring Bureau, on 
the subject of: “Wiring for the Future.” 

A committee has been named to consider 
the best method of promoting adequate wir- 
ing. Don Byrne heads the Committee and 
he is assisted by the following: Clarence 
Alhart, Larry Fridley, Morse Galliett, Fred 
Laube, Tom Whalen. 


WASHINGTON, D. C.— The Electrical 
Institute of Washington has extensive pro- 
motional plans for the coming new year 
and among them has planned an all-out 
merchandising program which will cost 
about $135,000. The program includes a 
display floor that will be opened to the 
public about February 1, Almost the entire 
first floor of the Pepco building will be 
devoted to this year-round display of elec- 
trical appliances. The association claims 
that no stone will be left unturned to stim- 
ulate interest in things electrical and create 
public demand for the things to be sold. 
The sales training program will be con- 
tinued in full force through 1947. The latest 














LINES WANTED 


Manufacturers representative with 
well established following of electri- 
cal jobbers, offers service, sincerity 
and intensive coverage of West 
Coast accounts. Desires lines of 
wires, wiring devices, traffic appli- 
ances. Office, warehouse facilities 
in Los Angeles. References fur- 
nished. 


Box 1, Electrical Wholesaling 
621 South Hope Street 














Los Angeles 14, California 
aetna — 
















REDUCES GLARE... 
IMPROVES QUALITY OF 


FLUORESCENT 
LIGHTING 


a 
pe PFC 100’s are Plastic Fluorescent Diffusers 
that snap on or off the tube easily — quickly. 
They diffuse the light from open type luminaires, 
shield the lamps, and reduce brightness and glare 


J.S. PAT. NOS 
Ta7398 & 126894 
others Pending / 





— all more efficiently than glass panels. 
Sturdily constructed of durable white plastic, they 
maintain their shape and beautiful, modern styling. 


Every user of open fluorescent “e 
installations is a customer. 
Available now — write today! 


r The Edwin F. Guth Co. 2615 Washington Ave. St. Louis 3, Mo. Th 
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screw drivers 


These transparent Amberyl 
plastic handles tell their story 
ata glance... break-proof 
strength, shock-proof safety... 
shafts and bits of the finest steel 
alloy, treated to insure lasting. 








screw drivers. Type. shown 
above is designed to take care 

of many radio re- 
-ONTARIo i quirements. 


yo) Ue RCM OME CHICAGO 11,110. 


CANADIAN WAREHOUSE 
560 KING STREET WEST: 
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LWAIo) FLOODLIGHTS 


The QUAD exclusive and practical mounting method 
saves planning and installing time, labor, and material. No 
additional parts such as elbows, nipples, and other pipe fittings 
required as they are ordinarily. One type or size reflector can be 
easily replaced with another without detaching bracket or dis- 
turbing the wiring. Individual light control thru adjustable 
head means unusual flexibility and adaptability to all types of 
floodlighting needs. Simple projector adjustment is a valuable 
feature. Attachment of reflector to bracket is accomplished with 
4 sturdy screws which fit thru keyhole slots. 


W rite today for complete details. 





QUADRANGLE MFG. CO. 


CHICAGO7, ILL. 


owes. « oe 


Ready for Installation... 











with *COLOVOLT 


COLD CATHODE e LOW VOLTAGE LIGHTING 





For greater customer satisfaction. 


Lower maintenance cost — 
longer maintenance of a given 
foot-candle level—greater de- 
pendability because of guarantee 
(One year of light guaranteed 
except for failure due to break- 
age)—instantaneous starting— 
no flickering — continuous line 


648 S. FEDERAL STREET 


122 


*Trade Mark Registered U.S. Pateat Office 


GENERAL LUMINESCENT CORPORATION 


lighting. These extra advantages 
are available to commercial and 
industrial users of light when in- 
stallations are made with COLO- 
VOLT Cold Cathode, Low Volt- 
age Fluorescent Lamps and 
Fixtures. 


Write for illustrated material 
and technical data. 


CHICAGO 5, ILLINOIS 








selling methods will be incorporated and 
every salesman kept on his toes. 

A program pointed at commercial estab- 
lishments will get under way soon to stim- 
ulate more demand for better lighting 
equipment, thus channeling business to 
electrical contractors and others. 

A long range educational campaign to 
impress upon all home owners the import- 
ance of ample electric capacity will be in- 
augurated. This will benefit everyone — 
owners, contractors, jobbers, dealers and 
manufacturers. 


MORE FACTS 


ON PRODUCTS 





Infra-Red Lamps—Folder Y-689, consisting 
of 6 pages, contains descriptions, photo- 
graphs and technical data on industrial 
heat lamps manufactured by the General 
Electric Co., Nela Park, Cleveland, Ohio. 
The folder points out to the industrial user 
many of the uses to which the lamps are 
now being put. It also describes the four 
main types of ovens used in employing 
infra-red lamps with diagrams and pic- 
tures of each. 








Tonchight BUZZERS 


In the spotlight for smart appearance, ever-ready 
operation, low cost. Lustrous moulded case, louver 
front. Pleasing tone for home or office. 6 to 8 volts, 
AC 31%” long. Black, Walnut, or Ivory 

NAME-PLATE 
PUSH BUTTON 
LIST $.40 Each 





No. 11 — Removable metal escutcheon. Moulded case, 
3%” long. No. 10 — same, but without name-plate, 


16" long. Black or Walnut 


Distributed through electrical jobbers. 


WM. J. MURDOCK CO. 


135 Carter St 





Chelsea 50, Mass 
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Appliances — Fifteen pages of illustrated 
and diagrammed information about a large 
variety of electric cooking products especi- 
ally designed to meet hotel and restaurant 
needs, has been published by Associated 
Products, Inc., 1025 Second National Build- 
ing, Akron, Ohio. Ranges, griddles, fryers 
and other food service appliances are de- 
scribed, including suggested installations. 
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Motor Repair Equipment—A ten-page il- 
lustrated catalog describes the following 
motor maintenance tools: commutator and 
slip ring resurfacing stones, polishing 
stones, commutator saws and milling cut- 
ters, carbon brush seaters, blowers and 
vacuum cleaners for removing dust from 
motor windings, varnish insulation sprayer, 
voltage and circuit testers, etc. Holub In- 
dustries, Inc., Sycamore, Illinois. 
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Cold Cathode Lighting—A four-page folder 
designated S-47, contains mounting dimen- 
sions for the four popular types of “Colo- 
volt” Cold Cathode commercial and indus- 
trial fixtures manufactured by General 
Luminescent Corp., 732 S. Federal St., 











A COMPLETE CATALOG SERVICE 
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ELECTRIC 
A A coment 


@ TWICE THE VALUE 
@ HALF THE PRICE 


Here is a complete catalog service spon- 
sored by the N.E.W.A. to give every elec- 
trical wholesaler the advantage of an 
up-to-date catalog at a price he can afford 
to pay. Savings of half the catalog cost 

. setting up the type and making the 
halftones ... are provided under the 
N.E.W.A. plan. Thousands of live listings 
are maintained on file at The Jaqua Com- 
pany, ready for your use. Your individual 
catalog will be “tailored” from these list- 
ings to fit your needs... with a mini- 
mum of time and effort on your part. Write 
Jaqua today for details. 


THE JAQUA COMPANY 
ELECTRICAL CATALOG DEPARTMENT 


105 GARDEN STREET, S. E. 
GRAND RAPIDS 2, MICHIGAN 





SELL ALL SEVEN In ’47 





TWENTY-SEVEN years of persistent national advertis- 
ing have made TRICO Products a most dependable and 


profitable Line to handle. 


Customers, today, ask for these famous Products by name 


Fuse Pullers 


because of unprecedented popularity, top quality, and 
superior design. Jobbers everywhere are enjoying stim- 


advantages... 





Plug Fuses 


Maximum sales per call. 


Product variety. 





Progressive merchandising. 


Dependable service. 


Customer satisfaction. 


Renewable Fuses 


Make 1947 a Banner Year! Handle the line that 


ulating sales activity PLUS the following 


100% Jobber protection. 


e 

* 

* 

@ Trouble-free operation. 
a 

> 

®@ Steady repeat sales. 

> 





One-Time Fuses 





requires minimum investment and brings in healthy, 4/omatic Oilers 


profitable returns. 


SELL <qilir 


Air Guns 


TRICO FUSE MFG. 


MILWAUKEE 12, WISCONSIN 
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Fuse Clamps 




















Dependable and Complete 


Soldering Equipment. 


Here is a line covering everything 
needed for the modern plant which 
Write Today calls for Electric Soldering Equip- 
for Complete ment. 

Information on Factories clamor for it, when once 
the Esico Lime called to their attention, for it’s 

a FAST-MOVING LINE. 

Dependably, substantially built, 
securing customer good-will, and 
resales. 


Includes Electric Soldering Irons 
listing from $5 to $12.25; Solder- 
ing Machines $7.50 to $15; Sold- 
ering Iron Temperature Control 
Stands, and other related spe- 
clalties. 

Our products are generally sold by 
the wholesalers direct to the in- 
& dustrials. Write for catalogs, 


price lists and Wholesalers’ and 
Retail Discounts. 
XS 


A real time-saver. Treadle-oper- 
ated. Automatically advances iron 
and solder, leaves operator’s hands 
free for w 


ESICO 
SPOT SOLDERING 
MACHINE 


ESICO 
SOLDERING IRON 
CONTROLS 





Positive TIP control prevents over- 
heating—tip cannot fall below sol- 
dering temperature. The only prac- 
tical method of controlling heat in 
the tip—an exclusive ESICO fea- 


ture! 2846 W. Elm St. 








SOLDER POTS 
ruggedly constructed pots 
of various sizes designed 
for continuous operation 
and so constructed that 
they are easily and quickly 
serviced, should elements 
have to be replaced. 





ELECTRIC 
SOLDERING IRON CO., INC. 


Deep River, Conn. 
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FOR VOLUME-- 
PROFITS, T00-- 


Experienced dealers know there is only one way 
to make the most profit out of 28 years’ preference 
for Lenk quality — sell all three. 





The big reason for the popularity of Lenk Solder- 
ing Equipment is the uniform quality that’s 
built into every item. The mechanic who has 
used any Lenk Product is a ready customer for 
the rest of the line. The missionary work has 
already been done. Get the full benefic from 
this rapidly accumulat- 
ing tide of preference 
—sell.all three! 








xkx*«* 
THE MFG. OMPANY 
DEPT. H, NEWTON LOWER FALLS 62, MASS. 
*x* Manufacturers of Soldering Equipment Since 1919 








IRONS 





Chicago, Illinois. In addition, the sheet 
incorporates complete utilization informa- 
tion so that a lighting installation layout 
and footcandle levels may be accurately 
calculated right on the job. 
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Desk-Set Telephone—The outstanding fea- 
ture of the 24-page booklet issued by the 
Kellogg Switchboard & Supply Co., 6650 
South Cicero Ave., Chicago, IIl., is its 
unique method of analyzing and sectioning 
the construction of the 1000 series desk 
Masterphone by means of a series of four 
transparent overlay “windows.” This vis- 
ual design enables the reader, simply by 
turning the pages, literally to take a tele- 
phone apart. 
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Fluorescent Lighting — The Lamp Depart- 
ment of the General Electric Company has 
published two booklets on fluorescent light 
ing: “Remodeling With Light to Stream- 
line Office Space” contains sketches of ade 
quate lighting for the executive office, the 
general office, and the conference rooms; 
“Arches of Light for Modern Schoolrooms'’ 
demonstrates modern lighting in the prin- 
cipal’s office, the classroom, the auditorium 
and the laboratory. 
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E-M-T-UP THE QUICK WAY 
Lm nena | Two Squeezes and its Set 
















TWO QUICK SQUEEZES give you Finer, 
Faster Conduit Connections. B-M Fittings 
do away with the twisting, turning and 
tightening of nuts and save you valuable 
time and materials. Then too, they are 
stronger, neater and much easier to work 
with in tight places. Start using B-M 
Fittings today. Have more satisfied cus- 
tomers—more profits from each job! 


(All B-M Fittings carry the Underwriters 
Seal of Approval) 
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MURDOCK 


CONNECTION cK 





BUILT FOR LASTING SERVICE 





OISTRIBUTED BY 


7m 8 Austin Co., Chicago, m. ing construction for perfect alignment in mul- 

‘ayton Mar o., Evanston, Ill. ‘ i 

San Gotken Co. ee ag My tiple low voltage installations. Assembly is fast, 
¥ » Bridgeport, Conn. neat. man b 

The Steelduct Co., Youngstown, Ohio out. Has many wees 

Pittsburgh, Penn. 

National Enameling & Mfg. Co., 

Pittsburgh, Pa. 
Triangle Conduit & Cable Co., 
New Brunswick, N. J. 





New feature — tongue and groove interlock- 


Three sizes—2, 3, and 4-post blocks. Shown 
above, 2-post block, actual size. Base and 





cover of lifetime bakelite. Tie cord ring avail- 





Y BRIEGEL METHOD TOOL CO. - Galva, Ill. 


able to reduce strain 


Distributed through electrical jobbers 


WM. J. MURDOCK CO. 
135 Carter St. Chelsea 50, Mass. 
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WATS Ls 
SUPPLIES 


HELP A 
GOOD JOB 
PULLEY 


~~ UNIVERSAL 


CLAY PRODUCTS CO. 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 
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Electronic Test Instruments — Three bul- 
letins describing electronic test instruments 
manufactured by the Electronics Division 
of Sylvania Electric Products, Inc., Em- 
porium, Pa., is now available. Instruments 
described include Sylvania tube testers, 
type 139 and 140; Polymeter, type 134; and 
Modulation Meter, type X-7018. 
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mention 


FM Promotion Kit—A promotion kit, bound 
in an easy-to-handle portfolio-type cover, 
contains a wide variety of ready-to-use ma- 
terial and other adaptable aids to help 
FM transmitter purchasers to get a quick 
and successful start in their market areas. 
It has been prepared by the Electronics 
Division of the General Electric Co. of 
Bridgeport, Conn., and covers such sub- 
jects as promotion, programming, adver- 
tising, publicity, and personnel —all high- 
lighted with actual case-histories of earlier 
FM successes. 
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Starter—A four-page illustrated folder fully 
describes the new type “RA” size 2, mag- 
netic starter manufactured by the Arrow- 
Hart & Hegeman Electric Co., 103 Haw- 
thorne St., Hartford, Conn. 
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the Sonvice line 


« CORDS ... CORD SETS 


specified by top manufacturers of 















LAMPS 
RADIOS 
IRONS 
FANS 
PORTABLE TOOLS 
VACUUM CLEANERS 


REFRIGERATORS 









RANGES 
HEATERS 


WASHERS 
MIXERS 






A full line of Flexible Cords for the 
repair and service industry, obtain- 








able through jobbers and distributors. 


CORNISH WIRE CO., wc 


1) Park Row * New York City, 7 

































DRILLS 


& 
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= J 


KEYS 























SIGNAL ELECTRIC MFG. CO. 


MENOMINEE, MICHIGAN 











SPERO 


DEPENDABLE 
ELECTRICAL PRODUCTS 


Spero offers you the convenience of 5 
complete lines of electrical products 
from one reliable source. 





@ VAPOR PROOF UNITS 
Pendant or bracket types, 
for 3” and 4” outlet box 
or “x” Type mounting. 
With or without wire 
guard and reflector. 50 to 
300 W. 





@ FLOODLIGHTS 






Spero No. — P 
55 & 65, Finishes in 
150 to e o 
s00W. Duralum”— 


sizes for lamps 
from 150 to 
1500 W. Open 
types or out- 

< door weather- 
j proof type 
=. with prismatic lens. 
) Also yard lights. 






/ 


on. ) 
© REFLECTORS 


Shallow and dome- 
type, one-piece 
seamless construc- 
tion, keyless or 
with pull chain. 


For 25 to 750 W “—~ 


Dome type 
‘o 200 if 





or 60 


lamps. cae 


@ MATERIALS FOR 
ELECTRICAL CONSTRUCTION 


Die-Cast Sockets with approved porce- 
lains are just one of the items we manu- 
facture foruse in electrical construction. 


Vertical or 
90° angle 


mounting. 





@ FLUORESCENT FIXTURES 


SPERO also manufactures more than 
30 types and sizes of fluorescent units. 


Spero products are distributed only 
through recognized wholesalers. 
Write for Bulletin No. 10. 


Look fcr another Spero Advertisement 


On Page 76 


THE SPERO ELECTRIC 


CORPORATION 
18222 Lanken Ave., Cleveland 19, 0. 
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Flashlights — Form F-1146, describes and 
illustrates three types of “flex spot’ flash- 
lights—the standard size, No. 132; junior 
size, No, 130; and junior deluxe, No. 131. 
Holub Industries, Inc., Sycamore, Illinois. 
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Incandescent and Fluorescent Fixures — 
The following three data sheets have been 
published by the McCabe Lighting Corp., 
172 Newbury St., Boston, Mass.: Data 
sheet No. 55 describes spot and floodlight- 
ing fixtures; data sheet No. 60 contains in- 
formation on flush units with removable 
trims for incandescent lamps; and data 
sheet No. 70 illustrates and describes the 
company’s fluorescent strip reflector. 
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Refrigeration Control and Accessories — 
A fifty-two page catalog illustrates and de- 
scribes the line of refrigeration control and 
accessories produced by Cutler-Hammer, 
Inc., 476 North 12th Street, Milwaukee, 
Wisconsin, Sections of the catalog are de- 
voted to domestic replacement control, semi- 
commercial control and commercial control 
with each section arranged to facilitate 
speedy identification and selection of the 
proper control for any application. 
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For all types of electrical 
switching and ime control 
‘oO 


operations efficiently and au- 

. Self-starting, all- 
variety of models; 
for minutes, hours, days, or 
weeks. Plain or Astronomic 


Price from 
$13.00 list. 


Write for 
Bulletins 


OTHER TORK PRODUCTS 


TORK ‘PERSONAL’: Portable plug-in switch for home or 
office. Capacity 660 Watts. All standard features. 


TORK TYMOTHERM: For automatic and efficient heating 
control; ‘steady,’ ‘intermittent,’ and ‘off’ control. For 
oil, coal, or gas. 


WEEKLY CALENDAR WHEEL: Optional feature on all 
standard models provides for automatically skipping 
one or more days each week. 


POULTRY LIGHTING CLOCKS: Standard models for au- 
tomatic Bright-Dim lighting equipment control for 
poultry houses. 


RELAYS AND CONTACTORS e SPRING-DRIVEN 
MODELS « CAM OPERATED TIMERS e CLOCKS 
FOR SPORTS AND GAMES e SELECTOR 
WHEELS « TIME DELAY CIRCUITS e FREEZ- 
ALARM FOR REFRIGERATION PROTECTION 


TUK CLOCh CO 









































e gue 


of unbeatable quality 
sales-making prices 
satisfying profits 
APRs oe 


BERNS AIR KING 


DELUXE 
EXHAUST 
FAN 


BELT DRIVEN 
EXHAUST FAN 


DIRECT 
DRIVE 
BLOWER 


SHORT 
PEDESTAL 
AIR 
CIRCULATOR 


BUILT-IN TYPE KITCHEN FAN 


SOLD EXCLUSIVELY THROUGH 
LEADING ELECTRICAL WHOLESALERS 


Q BERNS 
———— (3) —$— 
ee 
EXHAUST FANS e AIR CIRCULATORS 


BELT DRIVEN FANS 


BERNS tare. LONE: 


BLOWERS . 


ON AVENUE 


r 


Formerly Berns Specialty Mfo Co 
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JAN. 6th 
TO 


18th... 
514-B AMERICAN 

FURNITURE MART... 
1475 MERCHANDISE MART 





strict standards of workmanship. 
us at the Market!”’ 
There'll be a White Carnation 


| >) at 514-B Furniture Mart, 
1475 Merchandise Mart 














WHITE 
CROSS 


Mouschola 
APPLIANCES 




























“Come up and see us—not just some- 
time—but while you're at the Market! 

“We've got a lot to show you at the 
White Cross Display—we'll take you 
back to the days of button shoes and 
mustache cups. Would you believe 
they had irons that were powered by 
gasoline in the good old days? Well, 
they did, and we made ’em. We'll have 


Sun Lamps—A 20-page booklet entitled the 
Sun-Kraft Reflector graphically illustrates 
sun lamp equipment made by Sun-Kraft, 
Inc., 215 West Superior St., Chicago, 
Illinois. It describes the company’s port- 
able Sun-Kraft, Jr.. Model A-1, it illus- 
trates the Super Ray generator units used 
in the Navy Pier gymnasium, tells the story 
of the Super Ray, and contains information 
on the therapeutic benefits of ultraviolet 
radiation. 





When “r'tins ELECTRICAL WHOLESALING 


Fluorescent Fixtures— An 8-page catalog 
and price list contains illustrations and 
descriptive data on the “Royaline” indus- 
trial and commercial fluorescent units, 
channel strips, bathroom units, kitchen 
units, bed lamps and desk lamps. William 
Decter, Inc., 102 Passaic Ave., Harrison, 


N. J. 
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Synthetic Rubber Insulations—A 12-page 
booklet on synthetic rubber insulations 
compares the difference between natural 
and synthetic rubber as used in connection 
with wires and cables, discusses the prin- 
cipal types of compounds used in insulated 
wire and contains tables giving typical 
values of various types of insulations. 
Simplex Wire and Cable Co., 79 Sidney 
St., Cambridge 39, Mass. 
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them on exhibition— and lots more. 

“We'll have the entire White Cross 
line of wonder-workers representing 
fifty-five years of steady progress. 
We'll show you all the White Cross 
stand-outs that insure customer satis- 
faction. Notice the design of each ap- 
pliance—functional in itself, matched 
to the others in style and quality 
through and through. Eachisa triumph 
of farsighted drawing boards and 


“And, remember, come up and see 








for your lapel, waiting for you 








““SHOCKPROOFP”’ 
Renewable 


CARTRIDGE FUSES 


Sell profitable ‘Solar’ Shock-Proof 
Renewable Cartridge Fuses. Your cus- 
tomers will like their sturdy construc- 
tion and simplified replacement of 
the fuse-links. 

Made in two types—ferrule and knife 
blade; amperage sizes 3 to 60 are 
ferrule type, 70 to 600 are knife- 
blade types. Available in 250-V and 








NATIONAL STAMPING AND ELECTRIC WORKS 
3224 W. LAKE STREET * CHICAGO 24, ILLINOIS 


Subsidiary Eureka Williams Corporation 
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600-V. SEND FOR BULLETIN B-la 


SOLAR ELECTRIC CORP. 


PENNSYLVANIA 


WARREN 
























Fusible 
QuelArc Plugs 


TAKE THREE 60 AMPERE 250 VOLT 
CARTRIDGE FUSES AND FUSETRONS 





Wherever protection is de- 
sired for individual units of port- 
ableequipment, use these fusible 
type QuelArc plugs. In case of 
overload the unit at fault is iso- 
lated without shutting down 
other tools or equipment. Plugs 
are 3-wire 4-pole, grounded 
through shell and extra pole. 
The cast aluminum alloy hous- 
ing and handle is separable for 
replacing fuses and has a cast 
brass clamping nut for easy 


access. 





Consult your Pylet Catalog 
for complete listings of plug 


and receptacle equipment. 
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THE PYLE-NATIONAL COMPANY 


1352 N. Kostner Avenue, Chicago 51, Illinois 





P&S 1340 — small, compact, ver- 
satile — a combination device. 
Can be installed in multiples of 
two or three to a gang — or 
combined with one or two 
P&S-Despard switches or outlets 
in a single gang switch box. 


Supplied with S-6, 
6-Watt lamp and re- 
flector. Rated 75 
Watts, 125 Volts. 
Current consumption 





is negligible. For 
maximum safety at 
minimum operating 
cost, use P&S 1340. 


Keep Your P&S 
Catalog Handy 








PASS & SEYMOUR INC. 


SYRACUSE 9, N.Y., 
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A thought for the New Year: 






SELL SAVING THROUGH USE- 





NOT THE PRICE OF A PRODUC) 





Beas or later we will run into lower price competition. What is the best way to 


handle it? 


just saying ‘My product is better” won't do the trick. 


What we have to do is show the buyer that ‘Invoice Price” generally means little. 


It is the money a product in use will save for him — or lose for him — that counts. 





Fusetrons give many kinds of 
protection heretofore not available 


Fusetrons do everything fuses do — 
PLUS much, much more... 


* Entirely wipe out needless blows caused 
by motor starting currents or other 
harmless overloads. 

* Give thermal protection to panelboards 
and switches. 

* Prevent needless blows caused by heat- 
ing in panelboards and switches. 

* Permit use of larger motor or adding 
more motors without installing larger 
panel or switch. 

* On new installations, proper size panels 
or switches can be installed instead of 
oversize. 

* Protect motors against burnout. 

* Give double protection to large motors. 

* Provide simplest way to stop motor 
burnouts from single phasing. 

* Make burnout protection of small mo- 
tors simple and inexpensive 

* Protect coils, transformers and sole- 
noids against burnout. 














How to sell the idea 


Selling “‘saving through use”’ of a product — instead 
of the invoice price — isn’t difficult. Just pick out the 
real benefits your product give the user and bear down 





on them. 


9 


Your product is: ‘‘Easier to install, because .. .’’— 
*— “Lasts 


“Requires less maintenance, because . . . 
longer, because .. . "’ — ‘‘Increases production because 

..'’ — and so forth. Talk user benefits. Show the buyer 
HE WILL LOSE MONEY IF HE DOESN’T USE YOUR 
PRODUCT. 


Take Fusetrons for example: Look how their invoice 
price fades when you show a user what Fusetrons can 
do for him. 


There just isn’t any other protective device that will 
do what Fusetrons can do. Glance at the list alongside. 
Such user benefits make buyers forget about invoice 
price. They show ‘saving money through use.” 


And so it is with all products — show buyers where 
they will lose money if they don’t buy from you. That's 
the best way to beat “‘price competition.” 


Bussmann Mfg. Co., St. Louis 
Division McGraw Electric Company 


BUSS FUSETRONS 















